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This  report  jxesents  the  results  of  the  Community  Environmental  Response  Facilitation  Act 
(CERFA)  investigation  conducted  at  the  Sacramento  Army  Dqxx  (SAAD),  a  U.S.  Government 
property  selected  for  closure  by  the  Base  Realignment  and  Closure  Commissicxi  under  Public  Laws 
100-S26  and  lOl-SlO.  The  primary  objective  of  this  investigation,  as  required  under  CERFA  (Public 
Law  102-426),  is  for  federal  agencies  to  expeditioudy  identify  real  property  offering  the  greatest 
qpprxtunity  for  immediate  reuse  and  redevelopment  Satisfying  this  objective  requires  the 
idmtification  of  real  prqierty  where  no  CERCLA-regulated  hazardous  substances  or  petroleum  (n 
their  derivatives  woe  stored  for  one  year  or  more,  known  to  have  been  released,  o'  disposed  of. 

Existing  investigation  documents,  U.S.  Environmental  Protection  Agency,  state,  and  county 
regulatory  records,  environmental  data  bases,  and  title  documents  pertaining  to  SAAD  were 
reviewed  during  this  investigation.  Interviews  and  visual  inspections  of  SAAD  and  data  base 
searches  for  the  surrounding  (HOperties  were  conducted.  This  information  was  used  to  categorize  the 
installation  into  four  Qrpes  of  parcels.  Approximately  24  acres  of  the  48S-acre  facility  have  no 
history  of  CERCLA-regulated  hazardous  substance  or  petroleum  {voduct  release,  disposal,  or 
storage,  and  are  categorized  as  CERFA  parcels.  Approximately  27  acres  of  the  facility  had  no 
evidence  of  such  release,  disposal,  or  stcuage,  but  contained  other  environmental  or  safety  hazards, 
such  as  asbestos-containing  building  materials,  radon  gas,  lead-based  paint,  unexploded  ordnance, 
radionuclides,  or  out-of-service  polychlorinated  biphenyl-containing  transfcxmers,  and  were 
categ(»ized  as  CERFA  parcels  with  qualifiers.  Approximately  363  acres  of  the  facility  had  a  history 
of  release,  disposal,  or  storage  for  one  year  w  moe  of  CERCLA  regulated  hazardous  substances  or 
petroleum  products,  and  were  categorized  as  CERFA  disqualified  parcels.  The  remaining 
approximately  71  acres  of  the  installation  have  an  existing  mandate  for  retention  by  the  fed^l 
government,  or  have  already  been  transferred  by  deed  and  are  categorized  as  CERFA  excluded 
parcels. 

The  accompanying  map  summarizes  the  CERFA  categorization  of  SAAD. 
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Executive  Summery 


This  repon  presents  the  results  of  the  Community  Environmental  Response 
Facilitation  Act  (CERFA)  investigation  conducted  by  Arthur  D.  Little,  Inc.  at  the 
Sacramento  Army  Depot  (SAAD),  a  U.S.  Government  property  selected  for  closure 
by  the  Base  Realignment  and  Closure  (BRAC)  Commission  under  Public  Laws 
100-526  and  101-510.  The  primary  objective  of  this  investigation,  as  required  under 
CERFA  (Public  Law  102-426),  is  for  federal  agencies  to  expeditiously  identify  real 
property  offering  the  greatest  opportunity  for  immediate  reuse  and  redevelopment. 
Satisfying  this  objective  requires  the  identiEcation  of  real  property  where  no 
Conqnehensive  Environmental  Response,  Compensation,  and  Liability  Act 
(CER<XA)-regulated  hazardous  substances  or  petroleum  or  their  derivatives  were 
stored  for  one  year  or  more,  known  to  have  been  released,  or  disposed  of. 

The  property  examined  under  this  investigation  is  a  485-acre  site  located  in 
Sacramento  County,  California,  approximately  seven  miles  southeast  of  downtown 
Sacramento,  California.  SAAD  was  principally  an  electronics  supply  depot 
responsible  for  the  receipt,  storage,  issue,  maintenance,  and  disposal  of  electrical 
equipment.  Operations  include  shelter  repair,  electro-optic  equipment  repair,  and 
metal  plating  and  treatment.  A  variety  of  hazardous  and  flammable  materials  have 
been  used  at  SAAD,  including  organic  solvents,  oil  and  grease,  fuels,  lubricants, 
caustic  solutions,  and  metal  plating  baths.  SAAD  has  also  supported  the  following 
tenant  activities:  Television- Audio  Support  Activity;  Army  Health  Clinic;  First 
Brigade  (Basic  Combat  Training)  91st  Division  (Training),  Army  Reserve  Center; 
Army  Information  Systems  Command  Detachment;  Navy-Marine  Corps  Reserve 
Training  Center,  and  Navy  Broadcasting. 

Arthur  D.  Little  reviewed  existing  investigation  documents,  U.S.  Environmental 
Protection  Agency  (EPA),  state,  and  county  regulatory  records,  environmental  data 
bases,  and  title  documents  pertaining  to  SAAD  during  this  investigation.  In  addition, 
Arthur  D.  Little  conducted  interviews  and  visual  inspections  of  SAAD,  as  well  as 
visual  inspections  and  data  base  searches  for  the  surrounding  properties.  This 
information  was  used  to  categorize  the  installation  into  four  types  of  parcels:  CERFA 
parcels,  CERFA  parcels  with  qualiEers,  CERFA  disqualiEed  parcels,  and  CERFA 
Excluded  parcels. 

Areas  of  the  facility  that  have  no  history  of  CERCLA-regulated  hazardous  substance 
or  petroleum  product  release,  disposal,  or  storage  are  categorized  as  CERFA  parcels. 
Arthur  D.  Little’s  investigation  and  subsequent  parcelization  of  the  485-acte 
installation  property  determined  that  approximately  24  acres  of  the  facility  fall  within 
the  CERFA  parcel  category.  The  CERFA  parcels  are  located  in  the  northern  and 
southeastern  portions  of  the  installation. 

Areas  of  the  facility  that  had  no  evidence  of  such  release,  disposal,  or  storage,  but 
contained  other  environmental  or  safety  hazards,  such  as  asbestos-containing  building 
materials,  radon  gas,  lead-based  paint,  unexploded  ordnance  (UXO),  radionuclides,  or 
out-of-service  polychlorinated  biphenyl  (PCB)-containing  transformers,  were 
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Executive  Summary 


categorized  as  CERFA  parcels  with  qualifiers.  Approximately  27  acres  of  the  facility 
were  identified  as  CERFA  parcels  with  qualifiers. 

Areas  of  the  facility  for  which  there  is  a  history  of  release,  disposal,  or  storage  for 
one  year  or  mcxe  CERCLA  regulated  hazardous  substances  or  petroleum  products 
were  categtnized  as  CERFA  disqualified  parcels.  Approximately  363  acres  of 
installation  property  are  identified  as  CEl^A  disqualified  parcels. 

The  remaining  areas  on  the  installadon  have  an  existing  mandate  for  retention  by  the 
federal  government,  or  have  already  been  transferred  by  deed  and  are  categorized  as 
CERFA  Excluded  parcels.  Approximately  71  acres  of  the  facility  were  identified  as 
CERFA  Excluded  parcels.  These  parcels  are  located  in  the  southeastern  quadrant. 

The  accompanying  map  summarizes  the  CERFA  categorization  of  SAAD  based  on 
the  above  definitions.  The  CERFA  Repon  for  this  installation  provides  the  relevant 
environmental  history  to  substantiate  the  parcel  categorization. 

This  CERFA  Report  has  been  reviewed  by  the  U.S.  Army  Environmental  Center 
(USAEC),  the  SAAD  Installation,  Region  DC  Environmental  Protection  Agency,  and 
the  California  State  Department  of  Toxic  Substances  Control.  Comments  from  these 
organizations  have  been  incorporated  into  this  final  report  Any  unresolved  issues 
fiom  the  regulatory  agencies  have  been  incorporated  in  the  Response  to  Comments 
provided  in  Appendix  B  of  this  document 

The  primary  objective  of  CERFA  is  satisfied  by  the  identification  of  CERFA  parcels 
and  CERFA  parcels  with  qualifiers.  As  a  result,  concurrence  has  been  sought  from 
the  regulatory  agencies  on  these  two  categories  of  parcels. 

This  repon  does  not  address  other  property  transfer  requirements  that  may  be 
applicable  under  the  National  Environn^ntal  Policy  Act  (NEPA),  nor  does  it  address 
natural  resource  considerations  such  as  endangered,  rare,  or  threatened  plant  or 
animal  life. 

This  final  CERFA  report  incorporates  relevant  environmental  information  available 
through  February  15,  1994. 
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1.0  Introduction 


1.1  Purpose  and  Scope 

Public  Laws  100-526  and  101-510  designated  more  than  100  Department  of  the 
Army  facilities  fra*  closure  and  realignment  As  a  result  it  became  necessary  to 
expe^te  the  environmental  investigation  and  cleanup  process,  as  necessary,  prior  to 
the  release  and  reuse  of  Army  Base  Realignment  and  Qosure  (BRAG)  property.  The 
BRAG  environmental  restoration  program  was  established  in  1989  with  the  first 
round  (BRAG  88)  of  base  closures  and  continued  with  subsequent  rounds  (BRAG  91 
and  BRAG  93).  The  BRAG  program  is  patterned  after  the  Army’s  Installation 
Restoration  Program  (IRP),  except  that  it  has  been  expanded  to  include  such 
categories  of  contamination  as  asbestos,  radon,  polycMorinated  biphenyls  (PGBs),  and 
others  that  are  not  normally  addressed  under  the  Army  IRP. 

The  BRAG  environmental  restoration  program  began  by  conducting  Enhanced 
Preliminary  Assessments  (PAs).  The  term  "enhanced"  is  used  to  distinguish  these 
assessments  from  previous  IRP  preliminary  assessments  since  the  BRAG  PAs  are 
conducted  from  a  property  transfer  perspective  and  evaluate  areas  that  are  not 
included  in  the  IRP  (e.g.,  asbestos,  radon,  PGBs).  The  Enhanced  PAs  include  reviews 
of  existing  installation  documents,  regulatory  records,  and  aerial  photographs;  a  site 
visit  and  visual  inspection;  and  employee  interviews.  Enhanced  PAs  v'ere  conducted 
for  BRAG  88  and  BRAG  91  installations,  and  are  currently  underway  at  BRAG  93 
installations.  An  Enhanced  PA  was  prepared  for  the  Sacramento  Army  Depot 
(SAAD)  in  1990  by  Roy  F.  Weston,  Inc.,  under  the  direction  of  the  U.S.  Army 
Environmental  Genter  (USAEG)  formerly  the  U.S.  Army  Toxic  and  Hazardous 
Materials  Agency  (USATHAMA). 

In  October  1992,  Public  Law  102-426,  the  Gommunity  Enviromnental  Response 
Facilitation  Act  (GERFA)  amended  Section  120(h)  of  the  Gomprehensive 
Environmental  Response,  Gompensation,  and  Liability  Act  (GERGLA)  and 
established  new  requirements  with  respect  to  contamination  assessment,  cleanup,  and 
regulatory  agency  notiftcation/concurrence  for  federal  facility  closiues.  GERFA 
requires  the  federal  government,  before  termination  of  federal  activities  on  real 
property  owned,  to  identify  property  on  which  no  hazardous  substances  were  stored, 
released,  or  disposed  of.  Also,  the  designation  must  be  concurred  with  by  the 
appropriate  regulatory  agency  (U.S.  Environmental  Protection  Agency  on  National 
Priorities  List  (NPL)  bases  and  the  state  agency  on  non-NPL  bases).  These 
requirements  retroactively  affect  the  Army  BRAG  88  and  BRAG  91  environmental 
restoration  activities,  and  are  being  implemented  at  BRAG  93  sites  concurrently  with 
their  Enhanced  PAs.  The  primary  GERFA  objective  is  for  federal  agencies  to 
expeditiously  identify  real  property  offering  the  greatest  opportunity  for  inrmediate 
reuse  and  redevelopment.  Although  GERFA  does  not  mandate  the  Army  transfer  real 
property  so  identified,  the  first  step  in  satisfying  the  objective  is  the  requirement  to 
identify  teal  property  where  no  GERGLA-regulated  hazardous  substances  or 
petroleum  products  were  stored,  released,  or  disposed  of. 


ArthirD  Little 


P6707037TCPSMM(.fpl_SAAD.txL03'31/94 


1 


1.0  Introduction 


Arthur  D.  Little,  Inc.,  was  awarded  the  task  to  identify  real  propoty  where  no 
CERCLA-regulated  hazardous  substances  or  petroleum  products  were  stored, 
released,  or  disposed  at  five  BRAG  91  sites.  Under  this  task,  a  Work  Plan  was 
developed  to  describe  the  process  in  satisfying  the  CERFA  task  objective.  The 
purpose  of  this  report  is  to  present  the  findings  for  SAAD  in  Sacramento,  California. 


1.2  Definition  Of  Terms 

The  following  definitions  are  used  in  this  report: 

•  CERFA  parcel  -  A  portion  of  the  installation  real  property  for  which 
investigation  revealed  no  evidence  of  storage  for  one  year  or  more,  release,  or 
disposal  of  CERCLA  hazardous  substances,  petroleum,  or  petroleum  derivatives 
and  no  evidence  of  being  threatened  by  migration  of  such  substances.  CERFA 
parcels  include  areas  where  PCB-containing  equipment  is  in  operation,  but  there 
is  no  evidence  of  release.  CERFA  parcels  also  include  any  portion  of  the 
installation  that  once  contained  related  environmental,  hazard,  or  safety  issues 
including  unexploded  ordnance  (UXO)  located  on  firing  ranges  or  impact  areas, 
radon,  stored  (not  in  use)  PCB-containing  equipment,  products  that  contained 
radionuclides  being  used  for  their  intended  purposes,  asbestos  contained  within 
building  materials,  and  lead-based  paint  applied  to  building  material  surfaces,  but 
that  has  since  been  removed  or  fully  remediated. 

•  CIERFA  parcel  with  qualifier(s)  -  A  portion  of  the  installation  real  property  for 
which  investigation  reveals  no  evidence  of  stmage  for  one  year  or  more,  release, 
or  disposal  of  CER(XA  hazardous  substances,  petroleum,  or  petroleum 
derivatives  and  no  evidence  of  being  threatened  by  migration  of  such  substances. 
The  parcel  does  however  contain  related  environmental,  hazard,  or  safety  issues, 
including  UXO  located  on  firing  ranges  or  impact  areas,  radon,  radionuclides 
contained  within  products  being  used  for  their  intended  purposes,  asbestos 
contained  within  building  materials,  lead-based  paint  applied  to  building  material 
surfaces,  or  stored  (not  in  use)  PCB-containing  equipment. 

•  CERFA  disqualified  parcel  -  A  portion  of  the  installation  real  property  for  which 
investigation  reveals  evidence  of  a  release  disposal,  or  storage  for  more  than  one 
year  of  a  CERCLA  hazardous  substance .  petroleum,  or  petroleum  derivative;  or  a 
portion  of  the  installation  threatened  by  such  a  release  or  disposal.  CERFA 
disqualified  parcels  also  include  any  portion  of  the  installation  where  PCB, 
asbestos  containing  material,  lead-based  paint  residue,  or  any  ordnance  has  been 
disposed  of,  and  any  locations  where  chemical  ordnance  has  been  stored. 
Ad^tionally,  CERFA  disqualified  parcels  include  any  areas  in  which  CERCLA 
hazardous  substances  or  petroleum  products  have  been  released  or  disposed  of 
and  subsequently  fully  remediated. 
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•  CERFA-Excluded  parcel  •  A  portion  of  the  installation  real  property  retained  by 
the  Department  of  Defense,  and  therefore  not  explicitly  investigated  for  CERFA. 
CERFA-Excluded  parcels  also  include  any  portions  of  the  installation  that  have 
already  been  transferred  by  deed  to  a  party  outside  the  federal  government,  or  by 
transfer  assembly  to  another  federal  agency. 


1.3  Geographical  and  Environmental  Setting 

SAAD  is  located  in  the  southern  portion  of  the  Sacramento  Valley,  approximately 
seven  miles  southeast  of  downtown  Sacramento,  California.  The  site  is  in  an 
industrial  area  and  is  bordered  by  Fruitridge  Road  to  the  north.  Florin  Perkins  Road 
to  the  east.  Elder  Creek  Road  to  the  south,  and  the  Southern  Pacific  Railroad  tracks 
to  the  west. 

The  Sacramento  Valley  experiences  a  Mediterranean  climate  with  nearly  all  of  the 
annual  precipitation  (approximately  18  inches  per  year)  occurring  as  rain  in  the 
winter  months;  precipitation  in  June  and  July  is  negligible.  The  prevailing  winds  at 
SAAD  are  southerly,  except  during  November,  when  they  are  northerly. 

The  soil  in  the  northern  portion  of  the  facility  is  defined  primarily  as  urban  land;  the 
southern  portion  is  composed  of  hedge  loam  (0  to  2  percent  slopes)  and  leveled  San 
Joaquin  silt  loam  (0  to  1  percent  slopes).  The  soils  may  range  in  thickness  from  0  to 
100  feet  and  consist  of  unconsolidated  gravel,  sand,  silt,  and  clay  deposited  along 
stream  channels,  and  on  terraces,  floodplains,  and  basins.  The  site  is  primarily 
underlain  by  Quaternary  alluvium  of  the  Riverbank  Formation. 

The  general  topography  in  the  vicinity  of  SAAD  is  gently  rolling  to  flat  and  exhibits 
normal  alluvial  terrace  and  floodplain  morphology.  The  topography  at  the  SAAD  site 
is  virtually  flat  with  a  southwesterly  slope  of  approximately  0.1  to  0.2  percent  from 
the  northeastern  comer  of  the  site.  The  topographic  relief  is  6.5  feet  across  the  site 
and  elevation  ranges  from  42  feet  mean  sea  level  (MSL)  to  36  feet  MSL. 

SAAD  is  within  the  Morrison  Creek  Drainage  Basin,  which  lies  completely  within 
Sacramento  County.  Morrison  Creek  is  the  only  surface  water  body  on  the 
installation  and  represents  the  primary  drainage  feature;  however,  the  installation 
covers  only  about  0.6  percent  of  the  total  basin  drainage  area.  Morrison  Creek  enters 
on  SAAD’s  eastern  boundary  and  its  natural  course  would  alnxjst  bisect  the 
installation  from  east  to  west.  However,  since  the  constmction  of  the  installation,  the 
creek  was  redirected  to  the  south  and  parallels  the  perimeter  of  the  southern  half  of 
the  property  to  its  original  discharge  point  on  the  western  boundary.  SAAD  had  been 
subject  to  intermittent  flooding  (up  to  40  percent  of  the  installation)  by  overflows 
from  Morrison  Creek  prior  to  construction  of  the  surrounding  levees;  since  then,  only 
minor  floods  have  occuned  due  to  saturation  of  the  shallow  permeable  surface  soils 
over  the  highly  impermeable  hardpan  stratum.  Year-round  flow  in  Morrison  (Treek  is 
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sustained  by  rainfall  in  the  winter  and  by  agricultural  runoff  and  regional  industrial 
discharges  during  the  dry  months. 

Stormwater  runoff  from  the  SAAD  collection  system  discharges  into  Morrison  Creek. 
SAAD  sanitary  sewers  en^ty  into  the  Sacranrento  Regitmal  Sanitary  District  System 
which  drains  into  the  combined  (wastewater  and  stormwater)  wastewater  treatment 
plant  In  the  past,  SAAD  discharged  wastewater  from  a  number  of  industrial 
processes  into  Morrison  Creek;  SAAD  industrial  wastewater  is  no  longer  discharged 
to  the  creek. 

As  part  of  the  ground  water  investigation  and  remediation  program  at  SAAD, 
numerous  on-site  and  off-site  ground  water  monitoring  wells  have  been  installed  to 
monitor  known  sources  of  contamination  at  the  installation.  Monitoring  wells  have 
also  been  located  around  the  perimeter  of  the  installation;  these  wells  provide  a 
mechartism  to  detect  potential  migration  of  contamination  onto  the  installation  from 
upgradient  soiuoes. 

Subsiuface  investigations  indicate  the  presence  of  four  distinct  hydrogeologic  zones 
under  SAAD:  Zone  A  at  80  to  107  feet.  Zone  B  at  110  to  148  feet.  Zone  C  at  156  to 
188  feet,  and  Zone  D  at  195  to  230  feet  below  ground  level.  WatCT  level 
measurements  indicate  that  the  ground  water  gradient  beneath  SAAD  is  1.5  to  1.8 
feet  per  1,000  feet,  and  direction  of  flow  is  from  northeast  to  southwest.  Local 
variations  in  the  subsurface  flow  direction  occur  due  to  extensive  pumping  and  the 
presence  of  subsurface  abandoned  stream  charmels  of  the  American  and  Sacramento 
livo^;  the  abandoned  channels  in:q)ede  or  change  flow  directions  due  to  variations  in 
permeability  and  hydraulic  conductivity  caused  by  varying  clay  content.  Ground 
water  elevations  may  be  influenced  by  the  ground  water  extraction  and  treatment 
system  being  operated  in  the  southweston  comer  of  the  SAAD  site  to  remediate  the 
ground  water  contamination. 

Wildlife  habitat  at  SAAD  varies  &om  unimproved  grassland  and  open  grassland  to 
manicured  lawns  in  the  southern  portion  of  the  complex.  Herbaceous  poenrual  and 
woody  stenuned  plants  are  present  throughout  the  SAAD.  Aiumal  species  observed  at 
SAAD  include  the  California  ground  squirrel,  burrowing  owl,  blacktail  jackrabbit, 
ring-necked  pheasant,  red  fox,  mounting  dove,  American  kestrel,  western 
n^adowlark,  starlings,  and  crows.  The  burrowing  owl  is  a  species  of  special  concern 
within  the  state  of  California. 

The  California  linderiella,  a  1-inch  long  invertebrate  sometimes  called  a  "fairy 
shrimp,"  which  was  proposed  for  federal  endangered  species  status  in  1992,  has  also 
been  observed  on  the  SAAD  installation.  Oie  of  the  three  observed  locations,  located 
in  the  ntnthwest  portion  of  the  installation,  is  considered  a  viable  habitat  and  has 
been  fenced  and  marked  with  signs  to  prevent  adverse  impacts  on  the  area. 
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In  August  1990,  a  small  wetland  area  was  identified  in  the  northwest  comer  of  the 
installation  property,  adjacent  to  the  former  reservoir.  Cattails  and  sedges  are  the 
dominant  vegetation,  with  crabgrass  noted  throughout  the  marsh.  The  marsh  no 
longer  exists  and  was  determined  to  have  been  caused  by  a  leak  in  the  water  main. 
The  leak  was  repaired  in  1991,  reducing  the  availability  of  water  to  this  area. 

Known  wetlands  at  SAAD  consist  of  numerous  small  seasonal  depressions,  the  Old 
Morrison  Creek  channel,  and  portions  of  the  current  Morrison  Cr^k.  One  low-lying 
area  along  the  Old  Morrison  Creek  channel  was  identified  as  a  potential  vernal  pool 
and  is  part  of  the  Oxidation  Lagoons  remediation  project,  and  SAAD  has  a  permit 
from  the  U.S.  Army  Corps  of  Engineers  to  fill  this  area.  No  other  venud  pools  are 
located  within  the  fenced  area  of  the  installation.  However,  a  possible  vernal  pool  is 
located  along  the  northwest  portion  of  the  installation  between  the  fence  and  the 
property  boundary;  this  area  is  currently  under  evaluation. 
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The  potential  environmental  impact  of  the  operations  at  SAAD  have  been  extensively 
investigated  This  CERFA  assessment  was  based  on:  a  four-day  site  visit;  interviews 
with  installation  personnel,  USAEC  personnel,  U.S.  Army  Corps  of  Engineers 
personnel,  Ebasco,  Inc.  personnel,  and  local,  state,  and  federal  regulators  (see 
Section  2.3,  Interviews);  and  review  of  existing  reports  (available  through  February 
IS,  1994),  aerial  photographs,  and  maps  (see  Section  2.1  and  Section  4.1).  Personal 
communication  with  the  SAAD  Environmental  Management  Division  (EMD)  staff 
provided  most  of  the  site-specific  infonnation. 


2.1  Existing  Investigation  Documents 

There  are  numerous  documents  evaluating  the  potential  environmental  impact  of 
activities  at  SAAD.  The  following  documents  provide  an  overall  assessment  of  the 
installation  and  were  the  primary  documents  used  to  identify  all  possible  sites  of 
storage,  release,  or  disposal  of  hazardous  substances  or  petroleum  products  or  their 
derivatives. 

•  Installation  Assessment  of  Sacramento  Army  Depot,  USATHAMA  Report 
No.  146,  December  1979.  (R-10) 

•  Ground-Water  Contamination  Survey  No.  38-26-0883-89,  Evaluation  of  Solid 
Waste  Management  Units,  Sacramento  Army  Depot,  Sacramento,  California,  U.S. 
Army  Environmental  Hygiene  Agency,  1988-1989.  (R-11) 

•  Enhanced  Preliminary  Assessment,  U.S.  Army  Corps  of  Engineers,  Sacramento 
District,  Roy  F.  Weston,  Inc.,  December  1990.  (R-9) 

•  RCRA  Facilities  Assessment,  Appendix  C  Sampling  Visit  Report  RFA  Sites 
Sacramento  Army  Depot;  Report  prepared  for  U.S.  Army  Corps  of  Engineers, 
Sacramento  District,  by  KleinfeldCT,  Inc.,  Job  No.  24-1 50004- A22;  December  17, 
1990.  (R-5) 

•  Environmental  Contamination  Survey  and  Assessment  of  Sacramento  Army 
Depot  (SAAD),  Battelle,  November  1981.  (R-28) 

•  Environmental  Planning  Guide,  Sacramento  Army  Depot,  U.S.  Army  Clorps  of 
Engineers  Sacramento  District,  Ebasco,  Inc.,  February  1993.  (R-4) 

•  Environmental  Impact  Statement  (Draft),  U.S.  Army  Corps  of  Engineers 
Sacramento  District,  Ebasco,  Inc.,  June  1993.  (R-27) 

•  Aerial  Photographic  Analysis  of  the  Sacramento  Army  Depot,  U.S.  Army  Ctorps 
of  Engineers  Sacramento  District,  Kleinfelder,  Inc.,  February  1990.  (R-13) 
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•  Federal  Facility  Agreement  for  the  Sacramento  Army  Depot  under  CERCLA 

Section  120,  U.S.  EPA  Region  DC  and  the  State  of  CMfcnnia  and  the  U.S.  Army. 

(R-25) 

In  addition  to  the  primary  documents  listed  above  and  the  (Mher  specific  documents 
cited  throughout  tMs  report  and  referenced  in  Section  6.0,  a  numl^  of  other 
documents,  prepared  during  the  course  of  the  environmental  assessments  and 
investigations  at  SAAD,  were  made  available.  Since  many  of  these  documents  had 
been  reviewed  and  incorporated  into  the  earlier  overall  assessments,  not  all  of  these 
were  referenced  directly  during  the  C^ERFA  assessment.  A  conq>lete  list  of  the 
available  SAAD  documents  is  provided  at  the  end  of  Section  6.0. 

Two  summary  reports,  evaluating  the  available  aerial  photos  for  SAAD,  were 
reviewed  within  Ae  CERFA  assessment:  the  Aerial  Photographic  Analysis  of  the 
Sacramento  Army  Depot,  prepared  in  1990  for  the  U.S.  Army  (jorps  of  Engineers  by 
Kleinfelder,  Inc.;  and  the  Air  Photo  Analysis,  prepared  in  1981  for  USATHAMA  by 
the  U.S.  EPA  Environmental  Monitoring  Systems  Laboratory.  These  reports  includ^ 
an  evaluation  of  the  available  aerial  photographs  to  identify  areas  of  former  activities 
that  could  result  in  enviitmmental  impacts;  the  areas  of  potential  cmicmi  were  further 
investigated  in  subsequent  SAAD  environmental  assessments.  The  primary  purpose, 
within  the  CERFA  assessment,  of  reviewing  these  photognq>hs  was  to  confirm  that 
there  was  no  evidence  of  former  storage,  release,  or  disposal  of  hazardous  substances 
or  petroleum  products  or  their  derivatives  within  potent  CERFA  parcels;  a 
re-inteipretation  of  the  photographs  was  not  performed.  Aerial  photographs  from 
1946,  1949,  1961,  1968,  1975,  and  1981  were  reviewed.  None  of  the  photographs 
demonstrated  evidence  of  former  storage,  release,  or  disposal  of  hazai^us  substances 
or  petroleum  products  or  their  derivatives  within  any  of  the  CERFA  parcels, 
including  the  CERFA  parcels  with  qualifiers. 

The  base  map  used  for  locating  and  recording  all  sites  of  storage,  release,  and/or 
disposal  of  hazardous  substances  or  petroleum  products  or  their  derivatives  was 
obtained  from  Ebasco.  The  map  was  digitized  by  Ebasco  using  the  1991  Black  & 
Veach  Site  Plan  for  SAAD. 


2.2  Federal,  State,  and  Local  Government  Regulatory  Records 

The  CERFA  assessment  addressed  the  requirements  of  CERCLA  120(h)(4)(A)(i)  and 
(vi)  for  (i)  "detailed  search  of  Federal  Government  records  pertaining  to  the 
property";  and  (vi)  "reasonably  obtainable  Federal,  State,  and  local  government 
records  of  each  adjacent  facility  where  diere  has  been  a  release  of  any  hazardous 
substance  or  any  petroleum  product  or  its  derivatives,  including  aviatitm  fuel  and 
motor  oil,  and  which  is  likely  to  cause  or  contribute  to  a  release  or  threatened  release 
of  any  hazardous  substance  or  any  petroleum  product  or  its  derivatives,  including 
aviation  fuel  and  motor  oil,  on  the  real  property." 
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As  discussed  in  Section  2.1,  the  available  documents  and  records  regarding  the 
SAAD  installation  itself  were  reviewed  as  part  of  the  CERFA  assessment.  The 
primary  documents  are  listed  in  Section  2.1,  and  additional  resources  are  listed  in 
Section  6.0.  In  addition,  federal  and  state  records  for  the  installation  and  neighboring 
properties  within  1  mile  of  the  property  were  accessed  by  a  computerized  search  of 
the  following  databases: 

Federal  Data  Search 

•  National  Priorities  List  Superfund  Sites 

•  EPA  CERCLIS  sites 

•  ERNS  Spills 

•  RCRA  Corrective  Action 

•  RCRA  Subtitle  D  LandHlls 

•  RCRA  Facilities 

•  FINDS  Facilities 

State  Data  Search 

•  State  Superfund  Sites 

•  State  Landfills 

•  Leaking  USTs 

•  Registered  USTs 

The  findings  of  the  computerized  database  search  are  summarized  below.  The 
releases  to  adjacent  properties  identified  in  the  records  search  do  not  suggest  a  likely 
impact  to  the  SAAD  real  property.  The  full  report,  with  maps  indicating  the  locations 
of  the  identified  neighboring  facilities,  is  provided  in  Appendix  A. 

Sacramento  County  environmental  staff  were  also  contacted  but  no  additional 
information  (that  was  not  included  in  the  existing  documents  or  the  database  search) 
on  SAAD  or  adjacent  property  was  provided. 

National  Priorities  List  Superfund  Sites 

National  Priorities  List  (NPL)  sites  are  those  sites  that  are  determined  by  EPA  to 
pose  an  immediate  public  health  hazard  requiring  iiiunediate  cleanup  response.  SAAD 
is  an  NPL  site;  no  other  NPL  sites  were  identified  within  a  1-mile  radius. 

CERCLA  Sites 

The  EPA  CERCLIS  (Ck)mprehensive  Environmental  Response,  Compensation  and 
Liability  Information  System)  database  tracks  sites  found  in  the  CERCLA  data 
system.  These  sites  are  usually  abandoned  or  inactive  hazardous  waste  sites  that  are 
being  reviewed  to  determine  the  extent  of  public  hazard. 

In  addition  to  SAAD,  three  CERCLIS  listings  were  identified  within  1  mile  of 
SAAD:  Pine  Mountain  Cbrp.,  6001  Power  Inn  Road;  L&D  Landfill,  863S  Fruitridge 
Road;  and  Takyo  Electric,  8604  Elder  (I!reek  Road.  The  database  indicated  that  none 
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of  the  diree  sites  hsd  been  listed  on  the  pn^x>sed  or  final  NFL,  and  that  no  furdier 
remedial  action  was  planned  for  any  of  die  sites. 

ERNS  Spills 

EPA  maintains  the  Emergency  Resptxtse  Notification  System  (ERNS)  as  die 
infoimadcMi  repository  for  information  on  Hazardous  Spills  nadcmwide.  This 
informadon  is  based  on  reports  filed  local  agencies  (e.g.,  municipal  fire,  police,  <x 
environmental  departments),  county  agencies,  state  entities,  and  federal  agencies  (e.g.. 
Coast  Guard,  National  Response  Center,  and  EPA). 

Seventeen  ERNS  rqiorts  were  located  within  a  l>mile  radius  of  SAAD.  Most  the 
reports  document  minor,  localized  releases  that  are  not  likely  to  have  impacted  the 
SAAD  prc^ierty.  A  few  releases  with  the  potential  to  impact  Morrison  C^k 
upstream  of  SAAD  were  reported;  since  ^  creek  no  longer  fiows  through  SAAD, 
these  releases  are  not  expected  to  have  impacted  the  installation.  However,  they 
demonstrate  the  potential  impact  of  historical  industrial  releases  to  Morrison  Creek 
before  the  creek  was  redirected. 

RCRA  Corrective  Action 

Facilities  listed  in  this  EPA  database  are  Resource  Conservation  and  Recovery  Aa 
(RCRA)  facilities  for  which  a  Corrective  Action  has  been  issued  to  address  waste 
handling  problems.  A  RCRA  Corrective  Action  (battery  acid  handling  facility  at 
Building  41 1)  has  been  issued  for  SAAD.  There  are  no  other  facilities  within  a 
1-mile  radius  for  which  a  RCRA  corrective  action  has  been  issued. 

RCRA  Notifler  Facility  Report 

This  database  contains  all  facilities  identified  in  RCRIS  (Resource  Conservation  and 
Recovery  Information  System).  The  facility  types  include:  large  quantity  generamrs; 
small  quantity  generatcH^;  conditionally  exempt  facilities;  transporter  facilities;  and 
treatment,  storage,  and  disposal  (TSD)  facilities.  Large  quantity  generators  generate 
over  1,000  kg  hazardous  waste/noonth,  or  greater  than  1  kg  acutely  hazardous  waste 
as  defined  by  RCRA.  Small  quantity  genmatrxrs  generate  more  than  100  and  less  thaii 
1,000  kg  of  hazardous  waste  during  any  calendar  month. 

In  addition  to  SAAD,  32  RCRA  generator  facilities  were  identified  within  the  1-mile 
radius.  The  area  surrounding  SAAD  is  heavily  indusnial  and  many  of  the  businesses 
in  tile  area  would  be  expected  to  be  identified  as  R(}RA  geneiamrs.  Twelve  industrial 
facilities  were  listed  as  large  quantity  generators  and  12  were  listed  as  small  quantity 
generators;  the  8  other  facilities  were  classified  as  conditionally  exempt  No  RC^RA 
violations  were  reported  in  the  database  fOT  any  of  the  facilities. 

HNDS  Facilities 

The  EPA  Facility  Index  System  (FINDS)  references  any  facility  or  event  that  has 
been  issued  an  EPA  ID  number,  the  EPA  program  office  that  issued  the  ID  number  is 
also  listed.  These  listings  do  not  necessarily  reflect  releases. 
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Two  facilities  at  SAAD  and  eight  neighbcnring  facilities  were  listed  in  this  database. 
The  most  common  EPA  programs  identified  in  the  listings  are  pesticides  and  toxic 
substances,  air  and  radiation,  solid  waste,  and  water  enforcement 

State  Hazardous  Waste  Sites  and  Landfills 

The  state  of  California  database  was  searched  to  identify  state-designated  hazardous 
waste  cleanup  sites  (CORTESE  sites)  and  landfills  within  the  1-mile  radius  of  SAAD. 

In  addition  to  the  three  active  California  hazardous  waste  cleanup  sites  identified  at 
SAAD,  three  active  cleanup  sites  were  identiEed  within  a  1-mile  radius  of  SAAD: 
Palm  bon  and  Bridge  Works,  8845  Elder  Creek  Road;  Metalloy,  Inc.,  8588  Thys 
Court,  and  an  unnamed  facility  at  Power  Iim  and  Fruitridge  Roads.  (Five  other 
CORTESE  sites  were  also  listed  in  the  report  but  the  location  of  these  sites  and 
proximity  to  SAAD  is  not  known.)  The  L&D  Landfill  (identified  in  the  CERCLIS 
database)  was  also  identified  as  a  landfill  in  the  state  database. 

State  Registered  Underground  Storage  Tanks 

This  database  tracks  all  known  and  permitted  registered  underground  storage  tanks 
(USTs).  There  are  four  USTs  on  the  SAAD  installation;  three  at  the  AAFES  gas 
station  (Building  699),  and  the  4,0(X)-galion  diesel  tank  designated  as  Building  250. 

In  addition,  44  Registered  USTs  were  located  within  the  1-mile  radius  of  SAAD. 

Leaking  Underground  Storage  Tanks 

The  search  of  this  state  of  California  database  identified  one  leaking  UST  at  SAAD 
and  21  additional  leaking  USTs  within  the  1-mile  search  radius.  The  on-site  spill  and 
USTs  are  discussed  in  Section  4.1  of  this  report.  Several  of  the  reported  leaking 
USTs  located  in  the  vicinity  of  SAAD  could  potentially  represent  sources  of 
contatiunation.  However,  any  soil  contamination  associated  with  the  leaking  USTs 
would  not  be  expected  to  migrate  onto  the  installation;  most  of  the  sites  had  been 
investigated  and,  if  necessary,  remediation  undertaken.  Since  ground  water 
monitoring  wells  have  been  installed  around  the  perimeter  of  the  installation, 
especially  on  the  northern  and  eastern  sides,  any  contaminated  ground  water 
migrating  onto  the  installation  would  be  detect^.  These  wells  have  not  detected  any 
contamination  (R-26). 


2.3  Interviews 

The  requirement  of  CERCLA  12(Xh)(4)(A)(vii)  for  "interviews  with  current  or  former 
employees  involved  in  operations  on  the  real  property"  was  addressed  by  the  CERFA 
assessment  Extensive  interviews  of  current  and  former  SAAD  employees  involved  in 
operations  at  SAAD  had  been  carried  out  as  part  of  the  Installation  Assessment  of 
SAAD  (R-10)  and  the  Enhanced  Preliminary  Assessment  (R*9);  these  interviews  were 
not  duplicated  in  the  CERFA  assessment  Interviews  were  conducted,  as  necessary,  to 
address  specific  questions  regarding  the  storage,  release,  or  disposal  of  hazardous 
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substai^s  (Mr  petroleum  products  or  their  derivatives,  and  to  determine  the  current 
status  of  ongoing  investigations  at  SAAD. 

The  staff  of  the  Environmental  Management  Divisitm  (EMD)  at  SAAD  were  the 
main  source  of  injformation  on  die  envircmmental  conditions  and  recent  remediaticm 
activities  at  the  installation.  A  listing  of  the  people  interviewed,  including  EMD  staff, 
is  provided  in  Table  2.3-1. 


2A  Visual  Inspections 

The  requirements  of  CERCLA  120(hX4)(A)(iv)  and  (v)  for  "visual  inspection  of  the 
real  property  and  any  buildings,  structures,  equipment,  pipe,  pipeline,  or  other 
inqirovements  on  the  real  property,  and  a  visual  inspection  of  properties  immediately 
adjacent  to  the  property"  and  "physical  inspection  of  the  property  adjacent  to  the  real 
property,  to  the  extent  permitted  by  owners  or  operat(»s  of  such  property”  were 
ad^ssMl  within  the  CERFA  assessment  Visual  inspection  of  the  site  included  an 
initial  tour  with  EMD  staff  on  August  30,  1993,  and  several  additional  on-site 
inspections  during  the  peri(xl  from  August  30,  1993  to  September  3,  1993.  The 
on-site  inspections  included  walking  tours  of  the  open  areas  and  s(Mne  of  the  trenched 
areas,  as  well  as  inspections  of  selected  buildings/warehouses.  A  tour  of  the 
immediately  adjacent  property  was  perfcnrmed  on  September  1,  1993  as  part  of  the 
site  visit;  none  of  the  adjacent  properties  appeared  to  represent  a  likely  source  of 
release  or  threatened  release  of  hazardous  substances  or  petroleum  products  or  their 
derivatives.  The  federal  and  state  database  search  confirmed  this  observation. 

The  on-site  visual  inspections  were  conducted  for  the  purposes  of  identifying 
uncontaminated  property,  i.e.,  CERFA  parcels,  and  identifying  environmental  releases 
that  may  impact  the  CERFA  parcels.  Visual  inspections  were  conducted  mainly  cm 
specific  portions  of  the  SAAD  property  for  which  there  was  no  existing  evidence  of 
storage,  release,  or  disposal  of  hazardous  substances  or  petroleum  products  or  their 
derivatives.  If  information  on  current  or  former  activities  conducted  in  a  specific  area, 
or  information  from  any  of  the  environmental  investigations  indicated  that  a  specific 
area  should  be  disqualified  from  consideration  as  a  CERFA  parcel,  then  a  physical 
inspection  of  that  area  was  not  a  priority. 

The  results  of  the  visual  inspections  are  referenced  in  Table  5.1-1  if  evidence  for 
disqualification  was  observed  during  the  site  visit.  For  buildings  that  were  known  to 
have  similar  activities,  such  as  the  large  warehouses,  selected  portions  of  the 
warehouses  were  inspected.  For  example,  based  on  the  SAAD  inventory  of  hazardous 
matorials  and  on-site  observations,  all  of  the  warehouses  were  disqualified  for  storage 
of  hazardous  substances  or  petroleum  products  or  their  derivatives.  However,  all 
potential  CERFA  parcels  ar^  CERFA  parcels  with  qualifiers  were  inspected 
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2.5  Title  Documents 

CERQ.A  120(h)(4)(A)(ii)  requires  a  review  of  the  "recorded  chain  of  title  documents 
regarding  the  real  property."  For  the  CERFA  assessment,  USAEC  requested  a  review 
of  SAAD  tract  maps  and  transfer  documents  to  identify  the  prior  property  owners  at 
the  time  of  transfer  to  the  Army.  The  purpose  of  this  review  was  to  collect  additional 
information  concerning  the  prior  use  and  environmental  condition  of  the  property  at 
the  time  of  transfer  to  the  Army.  Title  documents  available  from  the  U.S.  Corps  of 
Engineers  Real  Estate  Division  in  Sacramento,  Califonua  were  evaluated.  Previous 
ownership  and  the  dates  of  transfer  to  the  Army  are  indicated  on  the  Tract 
Acquisition  Map  (Figure  5-2)  and  summarized  in  Table  2.5-1. 

USAEC  requested  that  title  documents  for  all  tracts  acquired  since  1970  be  reviewed. 
According  to  the  title  documents,  all  property  currently  comprising  the  Sacramento 
Army  Depot  was  acquired  in  the  1940s  and  no  title  searches  were  performed.  The 
only  areas  for  which  prior  ownership  would  indicate  a  potential  for  environmental 
concern  are  the  three  tracts  acquired  from  the  Central  Pacific  Railway  Company  and 
the  Southern  Pacific  Company,  i.e..  Tracts  10,  11  A,  and  IIB.  These  three  tracts  run 
along  the  western  edge  of  the  installation.  With  the  exception  of  the  southwest 
comer,  which  is  within  the  CERFA  Excluded  parcel,  these  tracts  are  all  within  areas 
that  have  already  been  categorized  as  CERFA  disqualified  parcels  and  are  not  being 
considered  C^ERFA  parcels. 
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Table  2^1:  Saervnento  Army  Depot  interview  List 


6/93-l(V93 

DoanBtqne  Edwwdt 

410671-1609 

USAEC 

2 

9/93-l(V93 

JokaGiccn 

916-388-4885 

S/UU3-EMD 

3 

M3-vm 

RkfcSoinder 

916-388-2489 

SAAD-EMD 

4 

9/2-3/93 

Dm  Obom 

916-388-4344 

SAAD-EMD 

5 

9/93-10/93 

Roben  LodMo 

916-388-3574 

SAAD-EMD 

6 

7/7/93 

Geof|e  Siller 

916-557-7418 

U.S.  Anny  Coips  of  Engineers 

Saomento  Distria 

7 

8/30/93 

Wandell  Cailton 

916-557-7424 

U.S.  Aimy  Coqw  of  Engineeit 

Sacnmenio  Distria 

8 

7/8/93 

9/2/93 

Jennifer  Smith 

CilifomU  EPA.  DISC 

9 

7li/9i 

9093 

Deiidre  Nunc 

415-744-2366 

U.S.  EPA  Regton  DC 

10 

9093 

Agnet  KetMict 

415-2494)831 

Elasco,  Inc. 

11 

9/3/93 

Gil  Anthony 

916-388-2962 

Johnson  Contnds  Worid  Services,  Inc-SAAD 

12 

9/2-3/93 

PatMcCofkey 

916-388-4882 

Johnson  Cootrob  Worid  Services,  Lic-SAAD 

13 

9/1/93 

Lviy  SMgienetti 

916-388-2962 

Johnson  Ccntiols  Worid  Services,  Inc.-SAAD 

14 

7/8/93 

Ken  I^x 

916-557-6870 

U.S.  Anny  Corps  of  Engineen  Real  Esisie 
Division,  SaciMieato  Disnia 

15 

9/29/93 

Jobe  Bohn 

916-557-6795 

U.S.  Anny  Corps  of  Rigineers  Real  Estise 
Division,  Sacrmemo  Distria 

16 

9/1/93 

Roben  Reeves 

916-255-3050 

SaetMNaio  R^onal  Water  Quality  Control 
Board 
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Source;  U.S.  Army  Corps  of  Engineers 
Real  Estate  Division, 
Sacramento,  CA 


3.0  Property  Background  Information 


3.1  General  Description  of  Real  Property  and  Operations 

3.1.1  History  and  Mission 

SAAD  covers  approximately  485  acres  and  is  comprised  of  133  buildings,  63  of 
which  are  classified  as  permanent  buildings.  The  land  use  at  SAAD  is  primarily 
industrial.  Population  and  land  use  data  for  the  surrounding  areas  were  summarized  in 
the  SAAD  Enhanced  Preliminary  Assessment  (R-9).  The  land  use  fm*  the  area 
immediately  adjacent  to  the  site  is  industrial;  the  area  beyond  is  low  to  medium 
density  residential.  Prior  to  construction  of  SAAD,  the  land  use  was  primarily 
agricultural. 

SAAD  is  principally  an  electronics  supply  depot  responsible  for  the  receipt,  storage, 
issue,  mi.lntenance,  and  disposal  of  electrical  equipment.  Operations  include  shelter 
repair,  electro-optic  equipment  repair,  and  metal  plating  and  treatment  A  variety  of 
hazardous  and  flammable  materials  have  been  us^  at  SAAD,  including  organic 
solvents,  oil  and  grease,  fuels,  lubricants,  caustic  solutions,  and  metal  plating  baths. 
SAAD  also  supports  the  following  tenant  activities:  Television-Audio  Support 
Activity;  Army  Health  Clinic;  First  Brigade  (Basic  Combat  Training)  91st  Division 
(Training),  Army  Reserve  Center,  Army  Information  Systems  Command  Detachment; 
Navy-Marine  Corps  Reserve  Training  Center,  and  Navy  Broadcasting. 

SAAD  had  its  inception  as  the  Sacramento  Advanced  Communications  Zone  Depot, 
which  was  activated  on  December  8,  1941,  at  the  old  California  State  Fairground  at 
Stockton  Boulevard  and  Broadway.  Its  purpose  was  to  relieve  congestion  at  the  San 
Francisco  Port  of  Embarication.  The  parent  organiration  was  a  general  depot  under 
the  (Quartermaster  <3orps  of  the  Western  Defense  Command,  located  in  the  Presidio  of 
San  Francisco.  In  June  1942,  the  Sacramento  Facility  was  redesignated  the  (2alifomia 
Quartermaster  Sub-Depot. 

On  April  19,  1945,  the  War  Department  authorized  construction  of  specific  facilities 
for  a  new  Signal  Depot  on  Fruitridge  Road  including  1,000,000  square  feet  of 
warehousing;  1,000,000  square  feet  of  open  storage  area;  250.000  feet  of  hard  stand; 
50,000  square  feet  for  special  shops;  a  railway  classification  yard  capable  of  handling 
150  rail  cars;  housing  for  500  enlisted  men  and  500  prisoners  of  war,  quarters  for 
bachelor  officers;  and  support  facilities  for  administration,  fire  protection,  security, 
garage  and  shops,  utilities,  roads,  and  other  services.  Plant  operations  began  moving 
to  the  new  site  on  October  9,  1945;  the  Chief  Signal  Officer  formally  dedicated  the 
new  site  as  the  Sacramento  Signal  Depot  on  November  1,  1946.  A  consolidation  of 
Signal  Corps  supply  and  maintenance  activities  on  the  West  (Hoast,  coupled  with  the 
outbreak  of  the  Korean  War  in  June  1950,  resulted  in  the  1951  construction  of  a  $10 
million  shop  facility,  which  is  now  the  home  of  the  Directorate  for  Maintenance. 

The  Sacramento  Signal  Depot  was  renamed  the  Sacramento  Army  Depot  on 
August  21,  1962.  From  1965  to  1974,  SAAD  was  involved  in  various  operations, 
including  night  vision  device  repair  and  automatic  data  processing.  In  1970,  SAAD 
was  assigned  the  Laser  and  Infantry  missions.  The  shelter  repair  facility  and  the 
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electro-optics  repair  facility  were  completed  in  1971.  In  January  1972,  SAAD  was 
assigned  the  automatic  data  processing  mission,  and  in  1974  the  Joint  Security 
Intrasion  Interdiction  Detection  System  (JSIIDS)  mission.  The  modem  metal-pladng 
facility  was  completed  on  March  25,  1977.  On  March  31,  1977,  SAAD  was  assigned 
to  the  U.S.  Army  Depot  Systems  Command  (DESCOM),  retroactive  to  September  1, 
1976. 

3.1.2  Hazardous  Materlala/Waste  Management 

Hazardous  materials,  including  CERCLA-defined  hazardous  substances  or  petroleum 
products  or  their  derivatives,  are  stored  at  numerous  pre-designated  locations  on  the 
installation.  These  locations  are  generally  associated  with  industrial  operations 
requiring  the  use  of  the  materials.  In  addition,  several  storage  buildings  have  been 
specifically  designated  hazardous  matoials  storage  sheds,  hazardous  waste 
accumulation  points,  or  hazardous  waste  handling  facilities.  The  principal  hazardous 
materials  and  hazardous  waste  areas  are  summarized  below;  further  identification  of 
all  handling  areas  is  provided  in  Table  5.1-1. 

•  Plating  Shop  (Building  420).  Building  420  is  the  site  of  SAAD’s  plating  shop. 

A  wide  variety  of  chemical  solutions  in  various  tanks  is  used  in  the  building  to 
conduct  nickel,  cadmium,  tin,  copper,  silver,  lead,  and  gold  plating  activities.  The 
tanks  include  plating  baths  and  rinse  water  tanks  containing  heavy  metals, 
cyanide,  oils,  solvents,  acid,  and  caustics.  Waste  rinse  water  from  the  plating 
shop  is  treated  on  site  at  the  Industrial  Wastewater  Treatment  Plant  (IWTP). 

•  Industrial  Graphic  Arts  Facility  (Building  320).  The  Industrial  Graphic  Arts 
Facility  is  located  in  Building  320.  Graphic  arts  processes  performed  in  this 
facility  include  silk-screening,  decal-making,  etching,  and  pan  spraying.  Inside 
this  facility  are  plating  baths  and  rinse  water  tanks  containing  heavy  metals,  acid, 
caustics,  and  solvents.  Waste  rinse  water  is  discharged  for  treatment  to  the  IWTP. 
Cyanide  wastes  were  disposed  outside  of  Building  320  in  the  cyanide  leaching 
field  for  a  shon  time  and  cyanide  and  acid  wastes  were  held  in  sumps  behind 
Building  320.  The  leaching  field  and  sumps  are  no  longer  active. 

•  Industrial  Waste  Water  Treatment  Plant.  Building  416  is  the  site  of  the  IWTP. 
The  treatment  plant  has  been  in  operation  since  1978,  and  is  used  to  pre-treat 
waste  water  from  Buildings  320  and  420.  The  IWTP  discharges  pretreated  plating 
shop  rinse  waters  to  SAAD’s  clarifier  tanks  (Structures  303  and  308)  where 
water  quality  is  checked  to  ensure  compliance  with  county  standards  prior  to 
being  released  to  the  county  waste  water  treatment  plant.  The  IWTP  has  a  sewer 
use  permit  from  the  Sacramento  County  Regional  Sanitation  District.  A  Notice  of 
Intent  to  apply  for  a  permit  by  rule  (PBR)  has  been  filed  with  the  California  EPA 
(Cal-EPA)  Department  of  Toxic  Substance  Control  (DTSC). 
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•  Painting  Areas.  Buildings  246,  248,  251,  257,  320,  348,  361,  420,  555,  and  the 
chemical  agent  resisting  coating  (CARC)  facility  (Building  257  -  Bay  6)  house 
the  principal  painting  activities  at  SAAD.  Hazardous  materialsAvastes  used  or 
produced  in  Aese  areas  include  paints,  solvents  and  thinners,  and  paint  filters. 
Hazardous  wastes  are  placed  in  drums,  and  stored  at  the  Hazardous  Waste 
Container  Storage  Area  (HWCSA)  prior  to  off-site  disposal.  Paint  booths  are 
permitted  as  required  with  the  Sacramento  Metropolitan  Air  Quality  Management 
District  (SMAQMD). 

.  Hazardous  Waste  Container  Storage  Area  (HWCSA)  (Building  412).  This 
RCRA-permitted  hazardous  waste  container  storage  area  has  been  in  operation  at 
SAAD  since  1981.  Prior  to  1981,  drums  were  stored  in  this  area. 

•  Hazardous  Materials  Handling  Facility.  Building  426,  with  a  perimeter 
chain-link  fence  and  metal  roof,  is  the  location  of  the  hazardous  waste 
consolidation  area  and  two  solvent  distillation  units.  Paint  cans;  aerosol  cans; 
solvent  and  thinner  cans;  and  petroleum,  oil,  and  lubricant  (POL)  cans  have  been 
consolidated  in  this  area  and  packed  in  55-gallon  drums  prior  to  transfer  to  the 
HWCSA  and/or  off-site  TSD  facilities.  Used  solvents  are  distilled  and  recovered 
using  the  solvent  distillation  units  inside  this  area.  The  area  of  the  facility  is 
approximately  2,(XX)  square  feet. 

•  Other  Maintenance  Areas.  Maintenance  activities  occur  in  various  buildings 
where  activities  such  as  vehicle,  optical,  electrical,  machine,  and  avionic 
maintenance  are  conducted;  these  areas  include  Buildings  348,  320,  555,  180, 
242-2,  248-5,  355,  601,  382,  423,  244,  246,  and  257-3.  Hazardous  materials  used 
or  generated  in  these  areas  include  petroleum  products,  solvents,  antifreeze, 
corrosives,  heavy  metals,  caustics,  and  acids. 

•  Accumulation/Storage  Areas.  Non-RCRA  permitted  accumulation  areas  at 
SAAD  are  located  at  Buildings  241,  242-2,  415,  360,  308,  384,  424,  and  699. 
Hazardous  materials  and  wastes  currently  used,  accumulated,  or  stored  in  these 
areas  for  less  than  90  days  include  pesticides,  plating  chemicals,  acids,  caustics, 
metal  plating  sludges,  solvents,  paints  and  paint  sludges,  oils,  grease,  fuel, 
antifreeze,  asbestos,  and  PCBs.  The  length  of  time  that  hazardous  materials  may 
have  been  stored  at  these  locations  in  the  past  is  unknown. 

•  Battery  Acid  Handling  Area.  The  battery  acid  handling  area  was  located  in 
Building  411  until  battery  processing  at  SAAD  was  prohibited  by  legulatoiy 
agencies.  The  waste  handled  in  this  area  was  sulfuric  acid  with  dissolved  heavy 
metals.  The  sulfuric  acid  pH  was  less  than  2. 

•  Storage  Areas  for  Radiological  Sources.  Radiological  sources  are  stored  in 
Buildings  242,  244-4,  244-5,  255,  257,  3(X),  and  320.  These  sources  include  night 
vision  lenses  and  image  tubes. 
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•  Underground  Storage  Tanks.  Numerous  USTs  have  been  used  at  SAAD;  all  but 
four  have  been  removed  and  (if  necessary)  remediated.  These  remaining  tanks, 
2S0-1,  600-4,  600-S,  and  600-6,  are  currently  in  use  and  are  subject  to  daily 
inventory  reconciliation,  annual  precision  tank  testing,  and  continuous  pipeline 
release  detection,  in  accordance  widi  applicable  regulations. 

Any  USTs  that  do  not  meet  the  standards  ftn*  new  tanks  must  be  upgraded  by 
De^mber  1998.  The  upgrades  include:  double  containment;  cathode  protection 
from  metal  systems;  spiU  and  overfill  protection;  and  continuous  release 
detection.  If  the  USTs  come  under  new  ownership,  and  are  in  service  after 
December  1998,  these  upgrades  should  be  implemented  by  the  new  owner. 


3.2  Changes  to  Real  Property  Environmental  Conditions  Since  Enhanced  PA 
Investigation  (1990) 

There  has  been  no  expansion  or  redirection  of  the  SAAD  mission  since  its 
identificadon  for  closure  under  BRAC  91.  The  installation  has  been  preparing  for  site 
closure  by  removing  hazardous  substances  or  petroleum  products  or  their  derivatives 
that  are  no  longer  needed  for  ongoing  SAAD  operations  and  properly  disposing  of 
flammable  and  hazardous  wastes  stored  on  site.  The  installation  has  also  moved 
rapidly  to  identify  and  remediate  sites  of  residual  environmental  contamination. 

Since  the  1990  Enhanced  Preliminary  Assessment  (R'9),  there  have  been  no 
significant  incidents  (fires,  spills,  or  explosions)  at  SAAD.  The  following  changes  in 
environmental  conditions  or  progress  in  remediation  programs  have  occurred; 

•  All  PCB-containing  transfonners  have  been  removed  and  PCB  fluids  have  been 
disposed  as  hazardous  waste  (1-2). 

•  All  friable  asbestos  identified  in  the  asbestos  survey  has  been  removed  from 
buildings  and  disposed  (1-4).  A  comprehensive  follow-up  survey  of  asbestos  and 
lead-based  paint  has  been  initiated  and  is  expected  to  be  completed  by  April 
1994  (R-27). 

•  A  program  to  locate  all  USTs  and  remove  all  inactive  tanks  was  completed;  there 
are  currently  four  USTs  (one  4,000-gallon  diesel  tank  designated  as  Building  250 
and  three  8,000-gallon  unleaded  gasoline  tanks  at  the  AAFES  station)  still  in  use 
at  SAAD  (R-1). 

•  Records  of  decisions  (RODs)  for  the  following  operable  units  were  signed  and 
remediation  activities  were  begun:  Oxidation  Lagoons  in  1991  (R-21),  and  South 
Post  Bum  Pits  in  1993  (R-20).  Pilot  scale  soil  washing  has  been  conducted  for 
the  Oxidation  Lagoons;  full  scale  remediation  will  be  completed  in  1994  (R-27). 
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Fot  the  South  Post  Bum  Pits,  remediation  of  volatiles  by  soil  venting  is  in 
progress;  stabilization  of  metals  is  expected  to  follow  in  1994  (R-27). 

•  Remediation  activities  for  the  South  Post  ground  water  contamination  (extraction 
and  treatment)  have  been  continuing  under  the  1989  ROD  (R-18);  activities  have 
expanded  to  addressed  additional  off-site  contamination  that  will  be  included  in 
the  basewide  ROD  (R-27). 

•  The  ROD  for  the  Tank  No.  2  contamination  (R-22)  was  signed  in  1991;  die  site 
has  been  remediated  using  soil  vapor  extraction  and  capped  with  concrete  (R-27). 

•  Remediation  has  been  undertaken  to  address  two  new  areas  of  ground  water 
contamination:  TtTE  contamination  in  the  area  of  Parking  Lot  3  (R-7)  and  Freon 
1 13  contamination  in  the  area  of  Building  320  and  Tank  No.  2  (R-6).  Air 
sparging  is  being  pilot  tested  for  remediation  of  the  Parking  Lot  3  soil  and 
ground  water  contamination  (R-27).  The  site  investigation  of  the  Freon  113 
contamination  has  been  completed;  suspected  sources  are  Building  320  drains, 
sewer  lines,  and  cleaning  operations  in  Buildings  420  and  423  (R-27). 

•  Cleanup  actions  have  been  planned  for  the  Locomotive  Repair  Shop  and  the 
Building  300  Old  Bum  Pits  (R-12).  These  sites  will  be  included  in  the  basewide 
ROD.  The  preferred  alternative  for  the  Building  300  Old  Bum  Pits  is  to  excavate 
the  soil  and  combine  it  with  soil  at  the  South  Post  Bum  Pits  for  stabilization.  The 
Locomotive  Repair  Facility  will  be  cleaned  up  by  in  situ  bioremediation  prior  to 
BRAC  closure  (R-27). 

•  Cleanup  activities  at  the  Pesticide  Mix  Area  have  been  completed;  the  drain  well 
was  renwved  in  April  1993  and  investigation-derived  wastes  have  been  removed. 
No  further  action  will  be  proposed  at  the  site  (R-27). 

•  Remediation  activities  at  the  Battery  Disposal  Well  have  been  completed.  Debris 
and  contaminated  soil  were  excavated  in  April  1993;  excavated  soil  will  be 
stabilized  with  soil  at  the  South  Post  Bum  Pits  (R-27). 

•  Battery  acid  disposal  activities  at  Building  411  have  been  discontinued  (1-2). 

•  The  investigation  at  the  (Contractor’s  Spoils  Area  has  been  completed.  Site  debris 
will  be  cleaned  up  prior  to  BRAC  closure  (R-27). 

•  The  Areas  Requiring  Environmental  Evaluation  (AREEs)  in  the  following  list 
will  be  proposed  as  No  Further  Investigation  (NFI)  sites  based  on  additional 
information  or  field  investigations  conducted  since  the  Enhanced  PA.  These  are 
addressed  in  Table  4.1-1. 
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-  Building  320  Cyanide  Leach  Field 

-  1960s  Disposal  Trenches 

-  19S0s  Diqx>sal  Trenches 

-  Building  31S  Cyanide  Sump 

-  Building  382  Gasoline  Spills  Area 

-  CXitdoor  Stcn:age  of  Drummed  Waste  Building  412 

-  Building  348  North  Gmtractor  Storage  Area 

-  5,000  galkm  hazardous  waste  Tank  No.  1 

-  Hrefighter  Training  Area 

-  Old  Morrison  Creek  Bed 

-  Building  316  Acid  Sump  B 

-  Paint  Residue  and  Waste  Oil  Dump 

-  Old  SW  Fill  Area  With  Numerous  Vehicles  (paper  review) 

-  Buildings  651/653  Area  (paper  review) 

-  Area  South  of  Kwajalein  (pi^)er  review) 

-  1950s  Shallow  Lagoon  (paper  review) 
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4.1  Prevloutly  ktontMed  Atom  Raquiring  Environnwntal  Evaluttion 

There  have  been  numerous  programs  at  SAAD  directed  at  the  identificadcm  of 
potential  sources  or  releases  to  the  environment  of  hazardous  substances  or  petroleum 
products  or  dieir  derivatives. 

•  The  1987  Federal  Facility  Agreement  (FFA)  identified  seven  sites  for  remedial 
investigatitm  (R-2S).  Operable  unit  feasibility  studies  were  recommended  ficn^  the 
Area  of  Tank  No.  2,  South  Post  Bum  Pits,  and  the  Oxidation  Lagoons  and 
drainage  (including  Old  Moiristxi  C!reek).  Remediati<»  at  the  Tank  No.  2  site  has 
been  completed,  and  the  other  two  sites  are  currently  being  remediated  for 
contaminated  soils;  ground  water  contamination  from  the  Bum  Pits  is  also 
currently  being  rem^ated  under  a  separate  ROD  (R-18).  Additional  sites 
recommended  for  evaluation  under  the  comprehensive  remedial  investigation/ 
feasibility  study  (RI/FS)  included;  the  Building  320  (Cyanide  Leaching  Field,  the 
Pesticide  Mix  Area,  the  Firefighter  Training  Area,  and  the  Battery  Disposal  Well. 
These  areas  were  investigated  (R-12)  and  cleanup  activities  have  been  completed 
at  the  Pesticide  Mix  Area  and  the  Battery  Disposal  Well;  no  remediation  was 
required  at  the  Firefighting  Training  Area  and  the  Building  320  Cyanide 
Leaching  Field. 

•  The  three-phase  RCRA  Facility  Assessntent  (RFA)  begun  in  1988  identified  and 
evaluated  potential  Solid  Waste  Management  Units  (SWMUs)  at  SAAD.  The 
preliminary  review  and  visual  site  inspection  phases  of  the  assessment  were 
document^  in  the  U.S.  Army  Environmental  Hygiene  Agency  report  (R-11).  The 
objective  of  the  first  two  phases  was  to  determine  which  SWMU  sites  required 
environmental  investigation  and  potential  remediation.  Sampling  activities  were 
conducted  at  those  sites  as  part  of  die  third  phase  of  the  RFA  (R-5). 

•  The  1990  Enhanced  Preliminary  Assessment  (R-9)  identified  and  discussed 
AREEs.  The  AREEs  include  some  of  the  RFA  sites,  as  well  as  industrial 
operations,  USTs,  PCB  transformers  and  asbestos-containing  building  materials 
(ACBMs). 

•  An  extensive  investigation  of  sites  of  potential  environmental  impact  has 
continued  under  the  ongoing  basewide  RI/FS  program. 

There  are  eleven  remediation  projects  at  SAAD.  Each  of  these  sites  has  been 
extensively  investigated;  the  areas  of  contamination  are  well  defined,  remedial 
planning  and  remedial  action  processes  are  under  way,  and  for  several  areas  RI/FSs 
have  been  completed  and  RODs  signed.  The  eleven  remediation  projects  are 
discussed  in  greater  detail  in  Section  4.5.  Reported  areas  of  potential  release  or 
storage  of  hazardous  material  and  potential  areas  of  concern  at  SAAD  that  were 
identified  in  either  the  FFA,  RFA,  or  the  Enhanced  Preliminary  Assessment  are  listed 
in  Table  4.1-1. 
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Each  of  these  areas  was  evaluated  with  respect  to  the  CERFA  assessment  criteria;  if 
storage,  release,  or  disposal  of  hazardous  substances  or  petroleum  products  or  their 
derivatives  had  occurr^  the  area  was  located  on  Figure  5-1  and  tlie  parcel  location 
frtHn  the  CERFA  parcel  map  was  also  noted  in  the  table.  Active  operations  at  SAAD 
where  hazardous  substances  or  petroleum  products  or  their  derivatives  have  been 
handled,  generated,  stored,  or  disposed  of  in  the  past  are  also  noted  in  Table  4.1-1 
and  discussed  in  Section  3.1.2. 

A  number  of  sites  identified  as  potentiai  FFA  or  RFA  sites  or  AREEs  were 
investigated  and  wiU  be  pit^)osed  as  No  Further  ActitMi  (NFA)  sites;  regulatcny 
agencies  will  provide  concurrence  with  proposed  NFA  sites  during  finalization  of  die 
Final  Feasibility  Study.  These  sites  were  evaluated  in  separate  investigatitxis  to 
determine  the  need  fm  remediation  undm-  either  the  basewide  RI/FS  program  ot  the 
1990  RCRA  Facility  Assessment  SWMUs  or  AREEs  meeting  eitho’  of  the  following 
criteria  were  proposed  as  NFA  sites:  (1)  no  evidence  of  the  reptxted  activity;  or 
(2)  the  report^  activity  was  confirmed  but  the  site  was  determined  to  require  no 
furdier  cleanup  or  rem^ation,  i.e.,  a  real  or  potential  environmental  release  may 
have  been  identified  but  no  residual  contamination  was  observed.  For  the  CERFA 
assessment  all  sites  with  confirmed  release  of  hazardous  substances  or  petroleum 
products  or  dieir  derivatives,  including  both  active  remediation  sites  and  the  prt^iosed 
NFA  sites  with  ctMifirmed  releases  but  with  no  residual  contamination  warranting 
remediation,  were  identified  on  the  parcel  Designation  map.  Figure  5-1. 

Unconfirmed  sites  were  not  noted  on  the  CERFA  map  since  there  was  no  evidence  of 
release  of  hazardous  substances  or  petroleum  products  or  their  derivatives.  For 
example,  several  ptKential  disposal  areas,  indicated  by  the  presence  of  trenches  in 
historical  aerial  photographs  of  the  installation,  were  identified  during  the  RFA  as 
potential  areas  of  hazardous  substance  disposal.  On  the  basis  of  reports  suggesting 
that  shallow  trenches  and  lagoons  had  historically  been  used  at  SAAD  for  disposal, 
burial,  <x  burning  of  wastes,  including  hazardous  substances  or  petroleum  products  or 
their  derivatives,  these  areas  were  included  as  potential  SWMUs  or  AREEs.  Efforts  to 
locate  the  reported  disposal  areas  were  undertaken  and  field  sampling  activities  were 
ctmducted  at  selected  sites  to  determine  the  presence  of  contamination.  Sites  shown 
to  be  uncontaminated,  based  on  field  investigation  data,  were  not  noted  on  the 
CERFA  maps.  However,  sites  for  which  there  is  evidence  of  general  disposal  activity 
but  for  which  there  are  no  final  field  investigation  data  were  noted  as  locations  of 
"potential"  hazardous  substance  release/disposal. 


4.2  New  Areas  Requiring  Environmentai  Evaiuation  -  identified  During  CERFA 
Assessment 

The  CERFA  assessment  did  not  reveal  any  new  AREEs.  Ongoing  investigations  have 
addressed  all  known  areas  of  suspected  contamination.  The  CERFA  assessment  did 
identify  areas  other  than  remediation  areas  since  the  CERFA  criteria  for 
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disqualificadcm  include  storage,  release,  ot  disposal  of  hazardous  substances  or 
petroleum  products  or  their  derivatives,  even  though  there  may  be  no  residual 
contamination.  Refer  to  Table  5.1-1  for  details  on  these  areas  within  each  parcel. 


4,3  Adjacent  or  Surrounding  Properties 

The  search  of  federal  and  state  of  California  con^uterized  databases  revealed  the 
following: 

•  The  area  surrounding  SAAD  is  heavily  industrial.  Outside  of  SAAD,  32  RCRA 
generators  and  44  registered  USTs  were  identified  within  a  1-mile  radius. 

•  SAAD  is  the  only  NPL  site  in  the  immediate  vicinity;  two  additional  California 
hazardous  waste  sites  were  identified  within  a  1-mile  radius  of  SAAD  but  no 
remediation  is  planned  for  these  sites. 

•  Twenty-one  leaking  STs  and  17  hazardous  substance  spills  were  reported  at 
neighboring  facilities  within  the  1-mile  radius  of  SAAD. 

None  of  the  off-site  activities  is  expected  to  impact  the  SAAD  property.  Most  of  the 
reported  off-site  spills/leaks  were  confined  to  the  soil  and  the  resultant  contamination 
is  unlikely  to  migrate  onto  the  installation.  An  unknown  potential  for  ground  water 
contamination  at  the  L&D  Landfill,  located  to  the  northeast  of  SAAD,  does  exist  but 
there  is  no  evidence  at  this  time  to  suggest  that  the  landfill  represents  an  off-site 
source  of  contamination.  Any  ground  water  contamination  migrating  onto  the 
installation  would  be  detected  in  the  monitoring  wells  installed  around  the  perimeter 
of  SAAD;  those  wells  have  not  shown  any  contamination  (R-26). 

Properties  that  are  adjacent  to  or  surrounding  CERFA  parcels  or  CERFA  parcels  with 
qualifiers,  whether  those  properties  are  within  SAAD  or  off  site,  were  identified  and 
specifically  evaluated  to  determine  whether  releases  have  occurred  on  the  properties 
and  to  provide  assurance  that  any  contaminants  do  not  impact  the  uncontaminated 
areas  designated  as  CERFA  parcels.  The  evaluation  of  each  parcel  is  discussed  within 
the  description  of  the  CERFA  parcel  or  CERFA  parcel  with  qualifier  in  Section  S.O. 
If  a  potential  impact  from  adjacent  or  surrounding  properties  was  identified,  the 
parcel  was  lecategorized  as  C£RFA  disqualified. 


4.4  Related  Environmental,  Hazard,  and  Safety  Issues 

Military  installations  frequently  contain  issues  that  the  USAEC  believes  fall  outside 
of  the  provisions  of  CERFA.  For  example,  while  a  release  of  lead-based  paint  onto 
the  ground  may  be  a  CERCLA  concern,  the  application  of  lead-based  paint  to  a 
building  surface  is  generally  not.  However,  le^-based  paint  applied  to  building  may 
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repiesent  a  safety  hazaid  to  young  children.  Similarly,  other  substaiKXs  or  materials 
commonly  applied  to  or  found  in  buildings  (for  exanq)le,  radon,  and  asbestos)  may 
not  be  explicitly  regulated  under  CERCLA,  but  may  require  a  notice  to  potential 
transferees  and  lessees  that  they  exist 

USAEC  has  sought  to  balance  the  statutmy  requirements  of  CERFA  with  tire  law’s 
intent  to  identify  unctmtaminated  pityerty  to  the  public  that  can  be  expeditimisly 
reused.  Notice  has  been  provided  for  th^  parcels  that  appear  to  be  uncontaminated 
under  the  definition  provided  in  CERFA,  but  which  may  cmitain  environnrental, 
hazard,  or  safety  issues.  Buildings  that  ctmtain  ACBM,  lead-based  paint,  or  naturally 
occurring  radon  fall  into  this  category  and  are  identified  as  "CERFA  parcels  with 
qualifiers"  in  this  CERFA  reptxt.  Parcels  that  contain  stored  (not  in  use)  equipment 
that  contain  some  level  of  PCB  oil,  stored  low  level  radionuclide-containing 
equipment  such  as  dials  and  weapon  site  posts,  and  UXO  are  also  designated 
"CERFA  parcels  with  qualifiers." 

However,  for  cases  where  asbestos  or  PCBs  have  been  disposed  in  the  environment, 
the  parcel  has  been  identified  as  "CERFA  disqualified."  In  this  example,  the 
designation  indicates  that  a  CERCLA  hazard  may  exist  at  this  location. 

AAA  Asbestos-Containing  Building  Materials 

An  initial  asbestos  survey  identifying  ACBM,  was  performed  at  SAAD  (R-IS);  the 
survey  identified  both  friable  and  non-fnable  asbestos  in  151  buildings.  All  fmble 
asbestos  that  was  identified  in  that  survey  has  been  removed  (1-4,  R-27).  The  ACBM 
data  are  summarized  in  Table  S.1-1  fcv  all  surveyed  buildings.  A  follow  up  survey  of 
the  entire  installation,  including  all  buildings  that  had  not  been  evaluated  in  the  initial 
survey,  was  initiated  in  November  1993  and  is  scheduled  to  be  completed  by  April 
1994.  Any  newly-discovered  friable  asbestos  identified  in  that  survey  will  be 
removed  (R-27).  This  CERFA  report  includes  all  data  available  through  February  IS, 
1994;  the  follow  up  survey  had  not  been  completed  by  that  date. 

4.4.2  Lead-Based  Paint 

Lead-based  paint  is  likely  to  have  been  used  in  buildings  that  were  constructed  prior 
to  1978.  At  the  tinre  of  the  CERFA  assessrrrent,  no  lead-based  paint  survey  had  been 
conducted  on  the  buildings  at  SAAD;  the  dates  of  construction  reported  in  the  initial 
asbestos  survey  (R-15)  were  used  to  identify  buildings  likely  to  contain  lead-based 
paint  These  buildings  are  listed  in  Table  5.1-1.  A  lead-based  paint  survey  was 
initiated  along  with  the  follow  up  asbestos  survey  and  is  scheduled  to  be  completed 
by  April  1994.  This  CERFA  report  includes  all  ^ta  available  through  February  15, 
1994;  the  lead-based  paint  survey  had  not  been  completed  by  that  date. 

44.3  PCB-Contalning  Transformers 

According  to  USAEC  guidance  for  the  CERFA  assessment,  locations  of  leaking 
PCB-containing  transformers  or  areas  used  for  general  storage/handling  of 
PCB-containing  transformers  that  have  been  removed  from  service  should  be  noted 
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on  the  parcel  Designation  map  (Figure  S-1).  Parcels  including  locations  of  any 
leaking  PCB-containing  transformers  would  be  categorized  as  CERFA  disqualified 
because  that  release  would  prevent  the  parcel  from  being  considered  uncontaminated. 
Normal  use  of  PCBs  in  transformers  that  exhibited  no  evidence  of  leaking  would  not 
be  sufficient  to  categorize  a  parcel  as  either  a  CERFA  disqualified  parcel  or  a 
CERFA  parcel  with  qualifier  because  no  release  or  dispose  of  hazardous  substances 
has  occurred;  storage  areas  for  out-of-service  PCB-containing  equipment  would  be 
categorized  as  a  CERFA  parcel  with  qualifier. 

The  locations  of  transformers  at  SAAD  tiiat  formerly  contained  PCBs,  as  identified  in 
the  PCB  Transformer  (Compliance  Study  (R-8),  are  listed  in  Table  4.4-1.  All 
PCB-containing  transformers  have  been  removed  and  there  is  no  evidence  to  indicate 
that  any  of  the  PCB-containing  transformers  were  leaking  (1-2).  Therefore,  no  SAAD 
parcels  have  been  CERFA  disqualified  or  labeled  as  a  CERFA  parcel  with  qualifier 
due  to  the  former  presence  of  PCB-containing  transformers.  The  information 
contained  in  Table  4.4-1  has  been  provided  to  document  historical  locations  of 
PCB-containing  transformers. 

4.4.4  Naturally  Occurring  Radon 

A  radon  monitoring  program  was  undertaken  at  SAAD.  All  of  the  106  samples 
processed  exhibited  radon  concentrations  below  4  pCi/L.  These  radon  levels  do  not 
represent  an  environmental  concern  and  no  further  action  at  SAAD  is  required 
(R-24). 


44.5  UXO 

The  current  and  past  activities  at  SAAD  do  not  suggest  the  presence  of  UXO. 

44.6  Radiological  Sources 

Operations  at  SAAD  utilized  equipment  containing  radiological  sources  under  Army 
Commodity  Command  Licenses  (CCL)  in  night  vision  equipment  and  image  tubes. 
Areas  at  SAAD  that  were  used  for  packing  and  storage  of  this  equipment,  as  well  as 
for  storage  of  the  high  energy  radiological  sources  include:  Building  242  (equipment 
packing);  Building  244,  Bay  4  (equipnrent  storage);  Building  244,  Bay  S  (equipment 
packing);  Building  251  (equipment  storage  and  radiological  waste  storage); 

Building  255  (equipment  storage);  Building  257  (equipment  packing);  Building  300 
(high  energy  sources  storage);  Building  320  (equipment  storage);  and  Building  555 
(equipment  storage)  (R-29).  Parcels  including  these  areas  have  been  categorized  as 
CERFA  parcels  with  qualifier. 

4.4.7  Pesticlde/Herblclde/Funglclde  Usage 

The  application  of  pesticides,  herbicides,  and  fungicides  was  reviewed  in  previous 
installation  assessments  and  has  been  monitored  by  the  U.S.  Army  Environmental 
Hygiene  Agency.  According  to  guidance  provided  by  USAEC,  the  legal  application 
of  pesticides,  herbicides,  or  fungicides  is  not  considered  a  release  of  hazardous 
substances  and  was  not  sufficient  to  disqualify  SAAD  areas  under  the  CERFA 
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assessment  Specific  areas  in  which  storage,  release,  or  disposal  of  these  materials 
was  identified  (e.g..  Pesticide  Mix  Area,  hazardous  substance  accumulation/sttvage 
areas)  were  disqualified. 


4.5  Sites  With  Historical  or  Ongoing  Remediation  Efforts 

At  present  there  are  11  areas^nojects  that  are  known  to  contain  residual  hazardous 
substances  and  for  which  there  is  a  well-defined  area  of  contamination.  These 
areas/projects  and  the  status  of  the  remediation  as  of  February  19S>4  are  listed  in 
Table  4.5-1;  the  areas  are  also  indicated  on  the  map  provided  as  Figure  S-1.  Each  of 
these  is  discussed  briefly  in  this  section. 

Volatile  organic  ground  water  contaminatitm  has  been  documented  in  the  southwest 
portion  of  the  installation,  both  on  site  and  off  site.  The  major  source  of  this  ground 
water  contamination  is  the  South  Post  Bum  Pits.  The  off-site  Ground  Water 
Treatment  project  is  discussed  below  widt  the  South  Post  Ground  Water  Treatment 
Plant  project,  which  originally  addressed  only  on-site  contamination.  Ground  water 
contamination  has  also  been  observed  in  other  areas  of  the  installation; 
trichloroethylene  (TCE)  contamination  has  been  associated  with  the  Parking  Lot  3 
source  area  and  Freon  113  contamination  has  been  associated  with  several  industrial 
sources  in  the  west  central  portion  of  the  installation. 

•  South  Post  Ground  Water  Treatment  (On  Site  and  Off  Site) 

Field  investigations  confirmed  the  presence  of  volatile  organic  compounds 
(VCX^)  in  the  ground  water  beneath  the  southwest  comer  of  SAAD  and  beyond 
SAAD’s  property  line.  Quarterly  ground  water  sampling  between  1985  and  1989 
showed  TCE,  tetrachloroethene  (PCE),  trans-l,2-dichloroethene  (t-l,2-TCE), 
1,2-dichlotoethane,  and  chloroform  to  be  present  at  or  above  reporting  limits.  Tbe 
limits  of  the  contaminated  ground  water  (5  ppb,  TCE)  are  shown  on  Figure  5-1. 
The  source  of  ground  water  contamination  is  the  South  Post  Bum  Pits. 

In  accordance  with  the  ROD  (R-18)  signed  in  September  1989,  on-site  ground 
water  is  currently  being  extracted  and  treated  at  die  rate  of  500,000  gallons  per 
day.  The  treatment  system  consists  of  seven  extraction  wells  and  an 
ultraviolet/oxidation  process.  To  date,  the  treatment  system  has  been  effective  in 
destroying  VOCs  in  the  ground  warer,  and  assisting  in  restoring  the  ground  water 
to  drinking  water  standanls  without  residual  air  emissions  or  hazardous  waste 
byproducts.  The  system  is  expected  to  be  in  operation  until  2001.  Because  the 
contaminaied  ground  water  plume  extends  beyond  SAAD’s  property  line, 
additional  off-site  extraction  wells  may  be  required.  This  change  will  be 
addressed  in  the  Basewide  ROD. 
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•  Oxidation  Lagoons  and  Drainage  Ditches 

Four  fanner  oxidation  lagoons  are  located  east  of  Caroline  E>rive.  Each  lagoon  is 
{^proximately  0.5  to  0.7S  acre  in  area.  These  lagoons  were  used  from  1950  to 
1972  as  a  place  for  industrial  and  domestic  liquid  waste  disposal.  Concentrated 
untreated  rinse  waters  generated  from  metal  plating  operations  were  diluted  with 
large  volumes  of  water  and  then  drained  into  the  lagoons.  Currently,  the  lagoons 
are  dry.  All  vegetation  has  been  removed  from  the  lagoons  as  part  of  the 
remediation  effort  Directly  north  of  the  lagoons  are  drainage  ditches  and  Old 
Morrison  Creek.  Afrer  the  establishment  of  SAAD,  Morrison  Creek  was 
channelized  and  diverted  to  follow  SAAD’s  southern  perimeter  to  its  tniginal 
discharge  point  at  the  western  boundary  of  the  install^on.  Presently,  Old 
Morrison  Creek  is  a  dry  bed  that  bisects  SAAD  from  east  to  west  For  many 
years,  the  western  portion  of  Old  Morrison  Creek  served  as  an  outlet  for  effluent 
drained  from  the  oxidation  lagoons  by  the  drainage  ditches.  The  feasibility  study 
indicated  the  presence  of  metals  in  the  soils  at  the  Oxidation  Lagoons,  Drainage 
Ditches,  and  Old  Momson  Creek.  The  primary  contaminants  of  concern  include 
cadmium,  lead,  and  arsenic.  Other  contaminants  of  concern  are  zinc,  aluminum, 
chromium,  and  nickel.  The  area  of  contamination  associated  with  this  site  is 
shown  in  Figure  5-1. 

The  ROD  (R-21)  for  this  site  was  signed  in  September  1992  and  a  remediation 
pilot  test  began  in  October  1992.  Approximately  10,000  to  12,000  cubic  yards  of 
soil  were  impacted  and  are  subject  to  treatment.  The  contaminated  soil  is 
presently  being  excavated  and  washed.  Remediation  is  expected  to  be  completed 
in  1994. 

•  South  Post  Burn  Pits 

Two  bum  pits  were  used  for  waste  disposal  activities  during  the  late  1950s  and 
1960s.  These  bum  pits  are  south  of  Santa  Cmz  Avenue  and  east  of  Caroline 
Drive,  a  relatively  shon  distance  from  the  oxidation  lagoons.  The  size  of  each 
bum  pit  is  approximately  30  feet  wide  by  360  feet  long  by  30  feet  deep.  Waste 
materials  incinerated  at  the  bum  pits  were  primarily  plating  shop  and  paint 
sludges,  oil  and  grease,  mercury  batteries,  and  debris. 

The  feasibility  study  indicated  the  presence  of  VOCs,  semivolatile  organic 
compounds  (SVCXTs),  metals  (lead,  cadmium,  antimony,  arsenic,  manganese, 
zinc,  total  chromium,  and  hexavalent  chromium),  PCBs,  and  dioxins  and  furans 
in  the  soils  at  the  bum  pits.  Approximately  247,900  cubic  yards  of  soil  may  have 
been  impacted  and  are  potentially  subject  to  treatment.  Of  this  total, 
approximately  16,900  cubic  yards  are  located  within  the  two  original  bum  pits 
and  are  contaminated  with  metals,  PCBs,  dioxins  and  furans,  VOCs,  and  SVOCs. 
The  remaining  231,000  cubic  yards  are  made  up  of  soil  around  and  under  the 
bum  pits.  The  area  of  contamination  associated  with  this  site  is  shown  in 
Figure  5-1. 
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Treatability  studies  were  conducted  for  soil  ventilation,  soil  washing,  and  soil 
stabilization  to  gather  man  site  specific  information  on  these  processes.  The 
selected  remediation  of  soil  ventilation  followed  by  stabilization  of  contaminants 
(solidification)  will  require  deed  restrictions  for  future  use.  The  ROD  (R-20)  was 
signed  in  March  1993,  and  remediation  is  expected  to  be  completed  by  FY9S. 
The  Bum  Pits  have  been  determined  to  be  the  source  of  ground  water 
contamination  at  SAAD. 

•  Area  of  Tank  No.  2 

The  area  of  Tank  No.  2,  located  in  the  northwestern  quadrant  between 
Building  320  and  Attu  Street,  is  the  area  of  a  l,0(X)-gallon  underground  solvent 
storage  tank  that  was  removed  in  1986.  The  tank  showed  signs  of  significant 
deterioration  during  removal.  The  former  tank  site  was  backfilled  and  is  currently 
under  a  concrete  slab. 

The  feasibility  study  indicated  the  presence  of  ethylbenzene,  total  xylenes, 
2-butanone,  isoph(»one,  phthalates,  pyrene,  toluene,  fluoranthene,  phenanthrene, 
naphthalene,  and  PCBs  25  to  30  feet  below  ground  surface.  Approximately  1,000 
cubic  yards  of  soil  have  been  impacted  and  are  subject  to  treatment.  The  area  of 
contamination  associated  with  this  site  is  shown  in  Figure  5-1. 

In  accordance  with  the  ROD  (R-22)  signed  in  December  1991,  soil  ventilation 
with  air  emissions  control  and  ultraviolet/peroxidation  treatment  of  the  soil 
moisture  was  used.  Remediation  was  completed  in  1993. 

•  Building  300  Old  Bum  Pits 

Building  3(X)  was  the  site  of  two  old  bum  pits  (similar  to  the  South  Post  Bum 
Pits)  that  were  used  from  1945  to  the  mid-1950s  for  burning  hazardous  wastes 
and  debris.  One  bum  pit  area  is  approximately  40  feet  by  170  feet  (portions  of 
this  bum  pit  were  removed  prior  to  construction  of  Building  300),  and  the  other 
is  approximately  40  feet  by  230  feet.  Plating  shop  wastes  containing  primarily 
acids,  alkali,  and  cyanides  were  reportedly  disposed  of  in  the  pits.  Other  wastes 
reportedly  included  heavy  metals  (chromium,  cadmium,  copper,  silver,  gold), 
paint  sludges,  radium  dial  paint,  nrercury  baneries,  oil,  grease,  and  sanitary 
refuse.  The  area  of  contamination  associated  with  this  site  is  shown  in 
Figure  5-1. 

It  has  been  recommended  that  contaminated  soil  from  this  area  be  excavated  and 
stabilized  at  the  South  Post  Bum  Pits.  This  action  will  be  included  in  the 
Basewide  ROD  expected  to  be  signed  in  September  1994  (R-4). 

•  Pesticide  Mix  Area 

A  former  pesticide  mixing  area  adjacent  to  Building  362  in  the  eastern  portion  of 
SAAD  south  of  Mindanao  Street  consisted  of  an  abandoned  outdoor  utility  sink 
on  the  side  of  the  metal  shed.  Today  the  site  appears  to  be  a  low  area,  with  an 
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access  hold  cover  at  the  site  of  the  purported  drain  well.  Until  1982,  pesticides 
were  mixed  in  the  area  and  containers  were  rinsed  in  the  utility  sink  in 
Building  362.  The  sink  drained  directly  to  an  open  drain  well  approximately  30 
feet  to  Ae  east.  The  pesticide  solutions  were  allowed  to  percolate  into  the  soils. 
Pesticides  mixed  and  rinsed  at  this  location  included  malathion  and  DDT 
(dichlorodiphenyl-trichloroethane).  A  soils  investigation  in  the  summer  of  1986 
indicated  the  presence  of  diazinon  (R-9).  The  general  area  of  soil  contamination 
associated  wiA  this  site  is  shown  in  Figure  S-1. 

The  drain  well  was  removed  firom  the  site  in  April  1993  and  contaminated  soil 
was  removed  during  the  remedial  investigation.  No  further  investigation  is 
planned  for  this  site  (R-27). 

•  Battery  Disposal  Well 

A  hand-dug  well,  approximately  8  feet  by  10  feet  at  the  surface  and  located  west 
of  Building  555,  was  used  as  an  old  battery  disposal  well  in  1946  and  1947. 
Depleted  dry  cell  batteries,  consisting  of  a  zinc  anode,  a  carbon  cathode  packed 
in  manganese  dioxide,  and  an  aluminum  chloride  electrolyte  solution,  were 
disposed  of  in  this  well.  Currently,  the  well  surface  is  approximately  2  feet  below 
grade  with  some  concrete  pillows  on  one  side.  In  1990,  soil  samples  were 
analyzed  for  VOCs,  SVOCs,  metals,  moisture  content,  and  pH.  Magnetic 
anomalies  were  also  detected  in  the  proximity  of  the  well.  The  location  of  this 
site  is  shown  in  Figure  5-1. 

Debris  and  metals-contaminated  soil  were  removed  during  the  site  investigation 
in  April  1993.  Excavated  soil  will  be  stabilized  with  soil  at  the  South  Post  Bum 
Pits.  No  further  investigation  is  planned  for  this  site  (R-27). 

•  Locomotive  Repair  Area  (Building  205) 

An  area  south  of  the  Rail  Yard  Engine  Shed  was  the  site  of  a  locomotive  diesel 
fuel  spill.  This  area  is  still  in  operation.  Bioremediation  of  the  contaminated  soil 
will  be  conducted  as  part  of  the  BRAC  Cleanup  prior  to  closure  (R-27).  The 
location  of  this  site  is  shown  in  Figure  5-1. 

•  Building  555  Contractor  Spoils  Area. 

The  area  east  of  Buildintf,  555  was  formerly  used  to  store  dirt,  asphalt,  and  debris 
from  construction  sites.  Analytical  results  indicate  presence  of  Freon  113,  lead, 
zinc,  polynuclear  aromatic  hydrocarbons  (PAHs),  and  phthalates  typical  of  the 
construction  materials  found.  Site  debris  will  be  cleaned  as  part  of  the  BRAC 
Cleanup  prior  to  closure  (1-2,  R-4,  8-2,  R-27).  The  location  of  this  site 
investigation  is  shown  in  Figure  5-1. 

•  Parking  Lot  3 

The  contamination  at  Parking  Lot  3  was  discovered  when  monitoring  wells 
installed  for  the  basewide  ground  water  investigation  demonstrated  WOC 
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contamination  in  this  area.  It  is  suspected  that  in  the  early  1950s  there  had  been 
an  aboveground  storage  tank,  containing  cleaning  solvents,  at  this  location.  The 
contamination  is  limited  to  the  area  around  and  under  the  paiidng  lot;  migration 
was  restricted  since  the  pavement  acted  as  a  cap.  The  area  of  ground  water 
contamination  associated  with  this  site  is  shown  in  Figure  5-1. 

An  innovative  air  sparging  technology  is  being  pilot  tested  as  a  soil  and  ground 
water  cleanup  proc^ure  for  this  site.  Air  is  pumped  into  the  ground  below  the 
ground  water  table;  extraction  wells  installed  above  the  ground  water  extract  the 
V(X!  contamination  from  both  soil  and  ground  water  and  recover  free  product. 
Once  the  pilot  test  is  completed,  this  site  will  be  addressed  in  the  basewide  ROD 
(1-3, 1-5,  R-27). 


•  Freon  113  Contamination 

During  the  remediation  at  the  Tank  No.  2  site,  Freon-113  was  unexpectedly 
detected,  suggesting  an  additional  source  of  soil  and  ground  water  contamination 
in  the  area;  Freon- 113  had  not  been  detected  in  the  soil  borings  for  the  Tank 
No.  2  investigation.  It  was  determined  that  Freon-113  was  formerly  used  in 
Building  320  and  in  the  Building  420  area  for  engine  washing  and  vehicle 
washing.  Excess  washing  materials  were  washed  into  the  floor  drain  or  onto  the 
concrete;  Freon- 113  may  have  leaked  through  the  drain  or  may  have  been 
released  directly  into  the  soils  under  the  building.  The  area  of  ground  water 
contamination  associated  with  this  site  is  shown  in  Figure  5-1. 

Site  investigation  has  been  completed  and  wells  have  been  installed  to  define  the 
extent  and  levels  of  ground  water  contamination  and  to  determine  the  approach  to 
remediation.  A  pilot  test  of  the  same  treatment  technology  (sparging)  used  for  the 
Parking  Lot  3  contamination  will  be  used  for  cleanup;  this  site  will  be  addressed 
under  the  basewide  ROD  (1-3, 1-5,  R-27). 


4.6  CERFA  Excluded  Parcels 

Three  study  areas  in  the  southern  portion  of  the  installation  have  been  excluded  fix)m 
the  CERFA  investigation.  These  CERFA  Excluded  parcels  will  not  be  excessed;  they 
will  be  retained  for  use  by  Army  and  Naval  reserve  units  or  transferred  to  the 
California  Army  National  Guard.  These  parcels  are  listed  below  but  are  not  discussed 
in  Section  5.0.  Assessment  of  these  parcels  is  limited  to  evaluating,  to  the  extent 
possible,  the  potential  for  any  releases  or  contamination  in  these  areas  to  impact 
adjacent  CERFA  parcels  or  CERFA  parcels  with  qualifiers. 
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•  PARCEL  91E 

Parcel  91E  is  located  in  the  southwest  comer  of  the  installation.  This  area  is  to 
be  transferred  to  the  U.S.  Naval  and  Marine  Corps  Reserves.  The  South  Post 
contaminated  ground  water  plun»  extends  under  this  entire  parcel.  No  further 
assessment  of  this  parcel  was  conducted  under  the  CERFA  investigation. 

•  PARCEL  99E 

Parcel  99E  is  located  in  the  southeast  comer  of  the  installation.  This  area  is  to  be 
transferred  to  the  California  Army  National  Guard.  No  further  assessment  of  this 
parcel  was  conducted  under  the  CERFA  investigation. 

•  PARCEL  lOOE 

Parcel  lOOE  is  located  in  the  southern  portion  of  the  installation,  between  Parcels 
91E  and  99E,  extending  from  Elder  Creek  Road  to  Kwajalein  Street  (see 
Figure  5-1).  This  area  is  to  be  transferred  to  the  U.S.  Army  Reserves.  The  South 
Post  contaminated  ground  water  plume  extends  into  the  western  portion  of  this 
parcel;  USTs  were  also  formerly  located  near  Buildings  650  and  680.  No  further 
assessment  of  this  parcel  was  conducted  under  the  CERFA  assessment. 
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Possible  open  Storage  area  (1947-  3  No  No  evidence  of  hazardous  R-11,R-14 

1950)  substances  or  petroleum  products 

or  their  derivatives 


Previously  Identified  Areas  Requiring  Environmental  Evaluation  (AREE)  at  SAAD  Page  5  of  6 
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Table  4.4-1 

PCB-Containing  Transformer  Data 


TnrafotiiMr 
Study  No. 

Tfwwtoniwf 

Location^ 

CERFA  Map 
ParoalNo. 

PCB 

Concantratfon 

(PP«n) 

Vohum 

(9«l) 

Data 

fnatallad 

Data 

Ramovad 

Pole  109 

1 

1,226 

5 

1945 

11-10-90 

23 

BuUdinglSO 

4 

NA 

23 

NA 

NA 

33 

Building  ISO 

4 

NA 

NA 

NA 

NA 

43 

Building  ISO 

4 

NA 

NA 

NA 

NA 

51.3 

Building  ISO 

4 

54.132 

60 

1942 

NA 

61.3 

Building  ISO 

4 

139,174 

60 

1942 

NA 

71.3 

Building  ISO 

4 

46,574 

60 

1942 

NA 

8 

Pole  148 

8 

104 

35 

1973 

1-19-91 

9 

Pole  148 

8 

4,556 

35 

1973 

1-19-91 

10 

Pole  148 

8 

4,327 

35 

1973 

1-19-91 

11 

Pole  140a 

6 

3,763 

15 

<1969 

1-19-91 

12 

Pole  140a 

6 

322 

5 

<1969 

1-19-91 

13 

Pole  140a 

6 

898 

10 

<1969 

1-19-91 

14 

Pole  140b 

6 

983 

5 

NA 

1-19-91 

151 

Pole  221 

11 

1,785 

10 

1945 

11-10-90 

161 

Pole  221 

11 

6,981 

10 

1945 

11-10-90 

17 

Pole  214 

12 

161 

10 

<1%7 

6-12-89 

18 

Pole  214 

12 

33,040 

10 

<1967 

6-12-89 

19 

Pole  214 

12 

271 

10 

<1967 

6-12-89 

20 

Budding  24S 

15 

126 

180 

<1969 

9-14-90 

211 

Pole  226 

16 

5,777 

60 

1952 

11-10-90 

22 

Pole  226 

16 

1,355 

60 

1958 

11-10-90 

231 

Pole  226 

16 

12,487 

60 

1952 

11-10-90 

24 

Budding  246 

22 

89 

88 

1959 

11-3-88 

25 

Budding  2SS 

26 

357,952 

88 

1959 

11-3-88 

26 

Budding  2SS 

26 

384,317 

88 

1959 

11-16-88 

27 

Budding  2S7 

27 

355,834 

145 

1976 

8-16-90 

28 

Budding  300 

28 

674 

115 

NA 

9-21-90 

29 

Pole  323 

32 

1,672 

15 

1955 

7-20-91 

30 

Pole  323 

32 

4,154 

15 

1955 

7-20-91 

31 

Pole  323 

32 

1,163 

15 

1955 

7-20-91 

32 

Pole  325 

35 

851 

10 

<1980 

7-1-89 

33 

Pole  325 

35 

438 

10 

<1980 

7-1-89 

34 

Pole  325 

35 

4,932 

10 

<1980 

7-1-89 

351 

Pole  331 

42 

255 

20 

1945 

4-16-91 

361 

Pole  331 

42 

6,753 

20 

1945 

4-16-91 

371 

Pole  331 

42 

4,394 

20 

1945 

4-16-91 

381 

Pole  314 

29 

3,903 

NA 

1945 

NA 

391 

Pole  314 

29 

2,014 

NA 

1945 

NA 

401 

Pole  314 

29 

933 

NA 

1945 

NA 

41 

Budding  420 

63 

1,520 

236 

NA 

9-29-90 

421 

Budding  320 

32 

1,156 

460 

1944 

9-2-90 

43 

Budding  423 

68 

3,222 

85 

1970 

9-18-90 

441 

Pole  348 

69 

1,461 

92 

NA 

1-16-89 

451 

Pole  349 

69 

4,861 

NA 

<1921 

1-16-89 

461 

Pole  Z49 

69 

1,433 

51 

1930 

1-16-89 
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Tabto  4.4-1 

PCB-Contalnlng  Transformar  Data 


Trarafoniwr 
Study  No. 

TtMMfoniiMr 

LocirtionS 

CENFA  Map 

KWOM  PIO« 

PCB 

ConomfMOon 

(ppm) 

Volumn 

(9p0 

D«t« 

liMtalhKl 

Data 

Rpmovad 

47 

Building  348 

37 

3,297 

59 

NA 

9-22-90 

48 

Building  348 

37 

3,334 

60 

NA 

9-22-90 

49 

Building  348 

37 

2,725 

60 

NA 

9-22-90 

50 

Pole  368 

53 

79 

NA 

1965 

4-9-91 

51 

Pole  368 

53 

23 

NA 

1965 

4-9-91 

52 

Pole  368 

53 

14 

NA 

1965 

4-9-91 

531 

Pole  375 

73 

948 

10 

1945 

4-9-91 

54 

Pole  432 

76 

62 

15 

1970 

10-6-90 

55 

Pole  432 

76 

0 

NA 

1970 

10-6-90 

56 

Pole  432 

76 

29 

NA 

1970 

10-6-90 

57 

Building  555 

85 

1,899 

30 

1967 

9-16-90 

58 

Biulding555 

85 

2,321 

85 

1967 

9-16-90 

59 

Building  555 

85 

1,038 

30 

1967 

9-16-90 

60 

Building  555 

85 

1,688 

30 

1971 

9-16-90 

61 

Buildmg  532 

79 

4 

NA 

NA 

NA 

621 

Pole  524 

87 

9,326 

10 

1951 

10-16-90 

63 

Pole  671 

100 

25 

30 

1979 

10-18-90 

64 

Pole  671 

100 

37 

30 

1979 

10-18-90 

65 

Pole  671 

100 

39 

NA 

1979 

10-18-90 

66 

Pole  676 

100 

172 

15 

1955 

6-7-88 

67 

Pole  676 

100 

388 

15 

1955 

6-7-88 

68 

Pole  676 

100 

1,487 

15 

1955 

6-7-88 

69 

Pole  641 

100 

216 

35 

<1967 

10-13-90 

70 

Pole  641 

100 

521 

35 

<1967 

10-13-90 

71 

Pole  641 

100 

2,762 

35 

<1967 

10-13-90 

72 

Pole  660 

98 

159 

10 

1965 

10-13-90 

73 

Pole  629 

99 

125 

NA 

NA 

10-13-90 

74 

Pole  628 

99 

24 

NA 

NA 

10-13-90 

75 

Pole  627 

99 

63 

NA 

NA 

10-13-90 

^  These  transfonners  woe  noted  to  be  either  danaged  or  manufactured  bef<»e  1955.  PCB 

transfornms  at  SAAD  were  reported  to  be  leaking  (R-8) 

^  All  PCB  transfOTners  have  bear  removed;  thoe  are  no  current  PCB  transfomms  at  SAAD  (1-2). 
3  These  transformers  were  replaced  with  nrm-PCB  transfonnors  in  1987. 


Source:  Reference  R-8 
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4.0  Investigation  Results 


Table  4.5*1 :  Sacramento  Army  Depot  Remediation  Projects  at  SAAD 


Slsbic 

South  Post  Ground  Water  Treatment  (on  site) 
Ground  Water  Treatment  (off  site) 

Oxidation  Lagoons  &  Drainage  Ditches 

South  Post  Bum  Pits 

Area  of  Tank  No.  2 

Building  3(X)  Old  Bum  Pits 

Pesticide  Mix  Area 

Battery  Disposal  Well 

Locomotive  Repair  Area  (Building  20S) 
Building  SSS  -  Contractor  Spoils  Area 

Parking  Lot  3  -  Ground  Water  (on  site) 

Freon  113  Ground  Water  Contamination 

ROD*  signed  FY89,  Remediation  ongdng 

Remediation  ongoing.  Basewide  ROD  FY94 

ROD  signed  FY92,  Remediatian  under  way 

ROD  signed  FY93.  Remediation  under  way 

ROD  agned  FY91,  Rerrtediation  completed 

Basewide  ROD  FY94 

Completed  FY93,  No  Further  Action 

Completed  FY93,  No  Further  Action 

BRAC  Qeanup  FY94 

Basewide  ROD  FY94 

Pilot  Test  under  way.  Basewide  ROD  FY94 

Pilot  Test  recommended.  Basewide  ROD  FY94 

^Record  of  Decision  detailing  chosen  remedial  action  alternative. 
Source:  R-27 
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5^  Site  Paroelizatlon 


5.1  Parcel  Designation  Map 

The  SAAD  prcq)erty  was  divided  into  parcels  using  the  study  area  boundaries  that 
had  been  previously  defined  by  Ebasco  in  support  of  other  basewide  property  transfer 
studies,  llie  study  area  boundaries  are  indicatnl  on  the  parcel  designation  nu^ 
provided  as  Figure  5-1;  the  areas  will  be  referred  to  as  parcels  for  the  purpose  of  the 
CERFA  assessment. 

CERFA  investigations  at  other  sites,  without  preexisting  parcel  designation,  utilize  a 
l-acte  grid  system.  The  Army  chose  a  1-acre  grid  system  to  aid  in  Ae  presentation  of 
data  gathered  during  CERFA  investigations  and  to  facilitate  use  of  the  document  by 
reuse  groups  and  others.  The  l-acre  grid  provided  a  consistent  method  to  leport  and 
locate  environmental  or  other  concerns.  In  the  many  cases  where  the  concerns  are 
much  smaller  than  1  acre,  the  grid  system  simplifies  the  depiction  of  the  concern. 
Accordingly,  the  areal  extent  of  many  small  areas  of  concern,  such  as  UST  sites,  are 
liberally  depicted  in  the  CERFA  report. 

Additionally,  the  1-acre  grid  size  was  chosen  as  a  generally  redevelopable  parcel  size 
for  either  industrial  or  residential  uses.  However,  the  grid  does  not  drive  reuse  nor 
restrict  it.  Reuse  decisions  should  be  made  irrespective  of  the  grid. 

For  the  CERFA  assessment,  the  predefined  study  areas  were  categorized  as  CERFA 
excluded  parcels,  CERFA  disqualified  parcels,  CERFA  parcels  with  qualifier,  or 
CERFA  parcels,  according  to  the  criteria  established  in  the  scope  of  work  and  in 
accordance  with  the  definitions  summarized  in  Section  1.2.  Arthur  D.  Little  observed 
the  following  guidance  provided  by  the  USAEC  for  specific  circumstances: 

•  Buildings  constructed  prior  to  1978  are  assumed  to  contain  lead-based  paint.  A 
similar  assumption  is  made  for  asbestos  in  buildings  constructed  prior  to  1985. 

•  Storage  of  petroleum  products,  petroleum  derivatives,  and  CERCLA-regulated 
hazardous  substances  will  prevent  an  area  from  becoming  a  CERFA  parcel  as 
long  as  that  storage  is  for  one  year  or  longer.  The  quantity  of  substances  stored  is 
not  relevant  to  determining  the  applicable  parcel  category.  However,  if  the 
operation  requiring  such  substances  is  in  the  irrunediate  area,  and  the  storage  is  in 
limited  quantities  for  immediate  use,  the  area  is  not  precluded  from  being  a 
CERFA  parcel. 

•  Non-leaking  equipment  containing  less  than  50  ppm  PCBs  does  not  preclude  an 
area  from  becoming  a  CERFA  parcel.  Non-leaking,  out-of-service  equipment  with 
greater  than  50  ppm  PCBs  will  pliK:e  an  area  in  the  CERFA  parcel  with  qualifier 
category.  An  area  is  designated  CERFA  disqualified  if  there  is  a  known  release 
containing  greater  than  50  ppm  I*CBs. 
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5.0  Site  Parcelizatlon 


•  Areas  where  there  are  transport  systems  or  process  equipment  that  handle 
hazardous  material  or  petroleum  products  and  upon  which  there  has  been  no 
release,  storage,  or  disposal  are  categorized  as  CERFA  parcels. 

•  Ordnance  disposal  locations  are  designated  CERFA  disqualified.  This  does  not 
include  ordnance  impact  areas  that  are  designated  CERFA  parcels  with  qualifiers. 

•  Routine  pesticide  and  herbicide  application  in  accordance  with  manufacturer’s 
directions  and  chlorofluorocarbons  and  halon  in  operational  systems  do  not 
preclude  an  area  hrom  becoming  a  CERFA  parcel. 

•  Coal  storage  piles  and  railroad  tracks  do  not  by  themselves  preclude  an  area  from 
becoming  a  CERFA  parcel. 

All  areas  that  were  identified  as  historical  or  current  sites  of  storage,  release,  or 
disposal  of  hazardous  substances  or  petroleum  products  or  their  derivatives,  based  on 
document  review,  photographs,  interviews,  and  site  inspections,  were  located  on 
Figure  5-1;  these  areas  are  described  in  Sections  4.1  through  4.5. 

The  four  parcel  categories  are  identified  on  the  map  by  shading.  Each  parcel  is 
labeled  with  a  code  indicating  the  parcel  number,  the  parcel  designation  [CERFA 
excluded  (E),  CERFA  disqualified  (D),  CERFA  with  qualifier  (Q),  or  CERFA  (P)], 
and  the  reason  for  the  parcel  designation,  if  there  is  uncertainty  associated  with  the 
available  information,  a  "(P)"  notation  for  probable  is  included  in  the  label.  The 
location  and  individual  buildings  within  the  study  areas,  as  well  as  any  storage, 
release,  or  disposal  activities  relevant  to  the  CERFA  assessment,  are  summarized  in 
Table  5.1-1. 

5.1.1  CERFA  Disqualified  Parcels 

Any  study  area  in  which  release,  storage,  or  disposal  of  CERCLA  hazardous 
substances  or  petroleum  products  or  their  derivatives  has  occurred  currently  or  in  the 
past  is  defined  as  a  CERFA  disqualified  parcel.  Areas  of  petroleum  release  include 
leaking  UST  sites,  and  petroleum  or  petroleum  derivative  spill  sites.  Storage  includes 
underground  or  aboveground  storage  tanks;  petroleum  waste  storage  would  also 
disqualify  a  study  area.  A  spill  of  any  known  hazardous  substance  or  unknown 
material  constitutes  a  hazardous  release.  Hazardous  substance  storage  was  defined  as 
storage  of  any  amount  of  CERCLA  hazardous  substance  for  a  period  of  one  year  or 
more.  Since  the  available  storage  records  did  not  generally  indicate  the  storage 
period,  any  area  that  was  known  to  have  been  used  for  storage  of  hazardous 
substances  or  petroleum  products  or  their  derivatives  was  assumed  to  have  the 
potential  for  long-term  storage. 

The  study  areas  categorized  as  CERFA  disqualified  parcels  are  indicated  with  light 
shading  on  Figure  5-1  and  with  a  "D"  following  the  parcel  numbers;  the  supporting 
information  for  disqualifying  the  parcels  is  included  in  Table  5.1-1.  Several  parcels 
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that  are  in  close  proximity  to  each  other  contain  similar  activities  or  are  impacted  by 
the  same  environmental  contamination.  To  the  extent  that  they  were  disqualified  from 
consideration  as  CERFA  parcels  for  the  same  reasons,  adjacent  parcels  are  discussed 
together  in  this  section. 

Ehsqualified  parcels  were  also  evaluated  for  the  presence  of  related  environmental  or 
safety  concerns  and,  where  appropriate,  the  parcel  label  in  Figure  5-1  includes  the 
qualifier  code;  supporting  information  is  provided  in  Table  5.1-1.  Qualifiers  are  not 
addressed  in  this  section. 

•  PARCEL  1D-HR(P)/PS/A/L(P) 

This  parcel  is  located  in  the  northwest  comer  of  the  installation  and  includes  the 
reservoir,  pump  house,  and  antenna.  The  primary  reasons  for  disqualitication  are 
former  storage  of  fuel  in  an  UST  at  the  pump  house  and  an  existing  aboveground 
gasoline  tank  at  the  antenna.  There  was  no  evidence  of  petroleum  leaks  within 
this  parcel.  This  parcel  also  includes  a  small  section  of  the  railroad  tracks;  basic 
operations,  including  loading  and  unloading,  have  the  potential  for  releases  of 
hazardous  substances  or  petroleum  products  or  their  derivatives. 

•  PARCEL  2D-HS/A/L(P) 

This  parcel  contains  the  Officer’s  Club,  pool  area,  and  several  other  small 
buildings.  This  parcel  was  disqualified  for  storage  of  hazardous  substances  in  the 
pool  area. 

-  PARCEL  4D-HS/A/L(P) 

This  parcel  contains  the  Post  Heackjuaiters  building  and  the  other  structures  at  the 
main  gate.  The  only  reason  for  disqualification  of  this  parcel  is  storage  of 
hazardous  substances  at  the  Print  Shop  and  Photo  Shop  located  in  the  main 
administration  area. 

•  PARCEL  5D-PS/A/L(P)  •  PARCEL  6D-HS/PS/A/L(P) 

Both  of  these  areas  were  disqualified  because  of  aboveground  backup  fuel  tanks 
for  generators.  In  addition,  there  was  past  storage  of  x-ray  developing  chemicals 
in  Building  154. 

•  PARCEL  8D-HS/PS/A/L(P)  •  PARCEL  9D-HS/A/L(P) 

This  area  houses  the  motor  pool  and  maintenance  activities  for  the  Army 
Reserves  Center.  The  principal  issues  are  storage  of  petroleum  products  and 
hazardous  substances,  and  routine  spills  and  leaks  historically  associated  with  the 
maintenance  activities.  The  UST  at  Building  180  has  been  removed. 
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•  PARCEL  12D-HR/HS/PS/A/L(P) 

This  parcel,  railroad  equipment  maintenance  area,  was  disqualified  because  of 
storage  of  hazardous  substances  in  the  Repair  Shop  and  soil  contamination  in  the 
vicinity  of  the  building.  The  Locomotive  repair  shop  is  still  in  use.  Contaminated 
soil  will  be  remediated  under  the  BRAC  Cleanup  Plan  prior  to  closure. 

•  PARCEL  13D-HR 

This  parcel  includes  the  railroad  tracks  along  the  west  side  of  the  installation. 

This  parcel  has  been  disqualified  for  two  reasons;  (1)  the  basic  operation  of  the 
tracks  and  the  general  rail  use  history  at  SAAD,  including  loading  and  unloading 
operations,  indicate  a  high  probability  of  releases  of  hazardous  substances  or 
petroleum  products  or  their  derivatives;  and  (2)  the  southern  portion  of  this  study 
area  lies  within  the  limits  of  the  South  Post  ground  water  contamination. 

•  PARCEL  14D-HS/PS  •  PARCEL  15D-HS/PS/A/L(P) 

•  PARCEL  16D-HS/A/L(P)  •  PARCEL  17D-HS 

•  PARCEL  18D-HS  •  PARCEL  19D-HS/L(P) 

Buildings  within  these  parcels  are  currently  designated  for  hazardous  substance 
storage.  In  addition,  there  were  several  former  USTs  that  have  been  removed 
from  the  area  and  an  active  UST  in  Parcel  14;  there  are  no  records  to  indicate 
that  any  of  the  tank  removals  required  remediation  activities.  Refer  to  Table  5.1-1 
for  details  on  the  individual  parcels. 

•  PARCEL  20D-HS/A/L(P)/RD  •  PARCEL  21D-HS/A/L(P)/RD 

•  PARCEL  22D-HS/A/L(P)  •  PARCEL  23D-HS/A/L(P) 

•  PARCEL  24D-HS/A/L(P)/RD  •  PARCEL  25D-HS/A/L(P) 

•  PARCEL  26D-HR/HS/A/L(P)/RD  •  PARCEL  27D-HS/A/L(P)/RD 

These  parcels  have  been  disqualified  for  storage  of  hazardous  substances.  The 
specific  activities  in  the  individual  buildings  are  listed  in  Table  S.1-1. 

The  overall  approach  for  warehouses  included  an  evaluation  of  all  documents  that 
referenced  storage  of  specific  hazardous  substances,  site  inspection  of  the 
warehouses  and  the  immediate  vicinity,  and  some  assumptions  about  what  may 
have  been  stored  in  the  warehouses  in  the  past.  The  predominant  stock  in  most  of 
the  warehouses  is  electronic  equipment.  Many  of  the  electronic  units  stored  in  the 
warehouses  contain  radioactive  components  sealed  within  the  unit  itself. 

However,  the  presence  of  these  materials  alone  was  not  considered  adequate 
reason  to  disqualify  the  entire  warehouse. 

Hazardous  substances  (paints,  solvents,  pesticides,  etc.)  are  speciHcally  stored  in 
several  of  the  warehouses.  While  the  current  storage  of  these  materials  appears  to 
be  confined  to  specific  areas,  that  may  not  have  been  the  case  in  the  past. 
Furthermore,  there  is  storage  of  a  lot  of  material  on  a  rather  temporary  basis  in 
the  areas  between  the  warehouses.  Ail  of  the  warehouses  are  designed  as  general 
storage  facilities  and  the  EMD  staff  has  responded  to  hazardous  substance  spills 
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in  several  of  the  warehouses.  For  these  reasons,  we  have  designated  all  of  the 
warehouses  as  CERFA  disqualifkd  parcels  due  to  the  potential  for  storage  or 
spill  of  hazardous  substances. 

•  PARCEL  28D-HR/HS/PS/A/L(P)/RD 

This  parcel  includes  the  area  of  Building  300  and  the  Old  Bum  Pits.  The 
contamination  in  this  area  is  discussed  in  Section  4.S;  cleanup  will  be  addressed 
under  the  basewide  ROD.  As  indicated  in  Table  S-1.1,  this  parcel  also  includes 
the  site  of  a  former  UST  and  hazardous  substance  storage  within  Building  300. 


PARCEL  29D-HR/HS/A/L(P) 

•  PARCEL 

PARCEL  31D-HR/HS 

•  PARCEL 

PARCEL  33D-HR/HS/L(P) 

•  PARCEL 

PARCEL  35D-HS/A/L(P) 

•  PARCEL 

PARCEL  37D-HS/A/L(P) 

•  PARCEL 

PARCEL  57D-HR 

•  PARCEL 

PARCEL  59D-HR/HS 

•  PARCEL 

PARCEL  61D-HR/HS 

•  PARCEL 

PARCEL  63D-HR/HS/A/L(P) 

•  PARCEL 

PARCEL  65D-HR/HS 

•  PARCEL 

PARCEL  67D-HR/HS(P) 

•  PARCEL 

PARCEL  69D-HR/HS/A/L(P) 

*  PARCEL 

PARCEL  71D-HS(P) 

•  PARCEL 

PARCEL  75D-HR/HS/A/L(P) 

30D-HR 

32D-HR/HS/PS/A/L(P)/RD 

34D-HS(P) 

36D-HR/HS/A/L(P) 

38D-HS(P) 

58D-HR 

60D-HR 

62D-HR/HS/A 

64D-HR(P)/HS 

66D-HR/HS(P) 

68D-HR/HS/AyL(P) 

70D-HS/L(P) 

74D-HR 


These  parcels  represent  the  principal  area  of  industrial  activities  at  SAAD, 
including  the  industrial  wastewater  treatment  plant;  most  of  the  graphic  arts 


activities  (plating,  blasting,  painting,  steam  cleaning,  etc.);  the  hazardous 
substances  collection  and  consolidation  areas;  and  the  hazardous  waste  handling 
areas.  In  addition,  there  are  three  remediation  areas  within  the  area  of  these 


parcels:  Tank  No.  2  (completed).  Parking  Lot  3,  and  Freon  113  contamination; 
the  latter  two  sites  involve  ground  water  contamination  that  extends  under  these 
parcels.  Both  sites  will  be  addressed  under  the  basewide  ROD. 


The  speciHc  hazardous  substances  storage,  release,  and/or  disposal  activities  are 
located  on  the  map  in  Figure  5-1  and  detailed  in  Table  5.1-1  for  each  parcel.  The 
entire  area  has  been  categorized  as  CERFA  disqualifled.  If  there  was  no 
documentation  to  indicate  a  specific  incident,  a  (P)  notation  for  probable  storage, 
release,  or  disposal  was  included  in  the  parcel  code;  this  was  the  case  for  Parcels 
34,  38,  64,  66,  and  71. 
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•  PARCEL  39D-HS(P)/PS/A/L(P)  •  PARCEL  40D-HS/PS/A/L(P) 

•  PARCEL  41D-HS(P)/A/L(P)  •  PARCEL  42D-HS/PS/A 

•  PARCEL  43D-HS/PS/A/L(P)  •  PARCEL  44D-HS(P) 

•  PARCEL  45D-HS  •  PARCEL  46D-HS 

•  PARCEL  47D-HS/L(P)  •  PARCEL  48D-HR/HS/A/L(P) 

•  PARCEL  49D-HR/HS/A  •  PARCEL  50D-HS/L(P) 

•  PARCEL  51D-HR/HS  •  PARCEL  52D-HR(P)/HS(P) 

•  PARCEL  53D-HS(P)/A 

These  parcels  represent  the  area  encompassing  most  of  the  engineering  activities 
at  SAAD,  including  the  boiler  plant,  storage  areas  and  maintenance  shop  for  the 
facilities  department,  and  the  former  Pesticide  Mix  Area.  There  are  several  areas 
of  documented  hazardous  substances  storage  within  this  area.  Historical 
photographs  of  this  area  also  show  several  open  storage  areas  that  may  have  been 
used  for  drum  storage  or  storage/disposal  of  other  potentially  hazardous 
substances.  These  areas  have  been  investigated  and  limited  contamination  in 
specific  areas  has  been  defined;  the  only  area  requiring  remediation  is  the  former 
Pesticide  Mix  Area;  cleanup  of  this  area  has  been  completed.  The  areas  of 
investigation  are  identified  in  Section  4.1. 

The  CERFA  investigation  requires  identification  of  all  areas  where  storage, 
release,  or  disposal  has  occurred  even  if  no  residual  contamination  requiring 
remediation  is  observed.  For  this  reason,  this  entire  area  has  been  categorized  as 
CERFA  disqualified.  The  specific  areas  where  there  is  documentation  to  suppon 
storage,  release,  or  disposal  are  shown  on  the  map  in  Figiu«  5-1  and  detailed  in 
Table  5.1-1  for  each  parcel.  If  there  was  no  documentation  to  indicate  a  specific 
incident,  a  (P)  notation  for  probable  storage,  release,  or  disposal  was  included  in 
the  parcel  code;  this  was  the  case  for  Parcels  41,  44,  52,  and  53. 

•  PARCEL  54D-HS  •  PARCEL  55D-HR/HS/PR/PS/A/L(P) 

•  PARCEL  56D-HS/PS 

These  parcels  include  the  maintenance  area  for  most  of  the  installation  vehicles 
and  a  former  gas  station.  There  are  several  documented  areas  of  hazardous 
substances  storage,  a  collection/tu:cumulation  point  for  hazardous  wastes,  three 
former  USTs  for  fuel  storage,  and  several  documented  spills  in  the  area  of 
Building  382.  The  vehicle  maintenance  activities  have  the  potential  for  historical 
release  of  petroleum  products  or  hazardous  substances  even  if  no  residual 
contamination  is  observed. 

The  specific  storage,  release,  and/or  disposal  activities  for  hazardous  substances 
or  petroleum  products  or  their  derivatives  are  located  on  the  map  in  Figure  5-1 
and  detailed  in  Table  5.1-1  for  each  parcel.  The  entire  area  has  been  categorized 
as  CERFA  disqualified. 
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•  PARCEL  76D-HS(P)/PS/A/L(P) 

This  parcel  is  the  primary  storage  and  loading  area  for  SAAD;  it  includes  a  large 
open  storage  area  that  is  currendy  used  for  storage  of  vehicles,  cmitainers, 
shelters,  generators,  equipment,  etc.  Aboveground  fuel  tanks  were  also  noted  in 
the  vicinity  of  Building  452,  as  indicated  in  Table  5.1-1.  Since  there  is  the 
potential  for  historical  storage  and  minor  releases  of  hazardous  substances  or 
petroleum  products  or  their  derivatives  in  this  area,  this  parcel  has  been 
categorized  as  CERFA  disqualified. 

•  PARCEL  77D-HS 

This  parcel  includes  a  storage  shed  that  has  been  used  for  storage  of  war 
reserves,  including  hazardous  substances.  The  entire  parcel  has  been  categorized 
as  CERFA  disqualified. 

•  PARCEL  13D-HR  •  PARCEL  78D-HR 

•  PARCEL  79D-HR(P)/PS  •  PARCEL  80D-HR 

•  PARCEL  81D-HR  •  PARCEL  83D-HR/HS 

•  PARCEL  84D-HR/HS/L(P)  .  PARCEL  88D-HR 

•  PARCEL  89D-HR  .  PARCEL  90D-HR/A/L(P) 

These  parcels  cover  most  of  the  open  area  on  the  west  side  of  SAAD,  south  of 
Midway  Avenue.  The  area  includes  specific  areas  that  have  been  used  for 
disposal  of  hazardous  substances  in  the  past  and  which  are  current  remediation 
areas  (Oxidation  Lagoons  and  drainage  ditches  to  Morrison  Oeek,  Bum  Pits),  as 
well  as  other  areas  of  disposal  that  were  identified  as  areas  of  potential  concern 
in  the  RFA  (R-11)  but  at  which  no  residual  contamination  requiring  remediation 
was  observed.  The  limits  of  contamination  due  to  the  South  Post  ground  water 
plume,  as  defined  by  the  5  ppb  TCE  concentration  contour,  extends  under  Parcels 
13,  80,  81,  83,  84,  88,  89,  and  90  (see  Figure  5-1). 

The  areas  of  soil  and  ground  water  contamination,  as  well  as  the  specific 
locations  of  storage,  disposal  or  release  activities  are  indicated  on  the  map  in 
Figure  5-1.  These  areas  of  concern  for  each  parcel  are  also  identified  and 
discussed  in  Table  5.1-1.  In  addition,  due  to  the  number  of  disposal  areas  and  the 
proximity  of  the  three  contaminated  ground  water  plumes,  parcels  in  this  area  for 
which  there  was  no  documented  incidents  were  also  listed  as  potential  historical 
release  or  disposal  areas. 

•  PARCEL  82D-HR 

This  parcel  includes  the  former  battery  disposal  well,  an  active  remediation  area. 
The  residual  materials  will  be  removed  from  the  well  and  metals  contamination 
in  the  soils  will  be  remediated. 
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•  PARCEL  85D-HS/A/L(P)/RD 

This  parcel  includes  the  main  electro-optics  facility  for  SAAD.  Several 
designated  hazardous  substances  storage  and  accumulatitm  areas  are  imlicated  of 
the  map  in  Figure  5-1  and  listed  in  Table  5.1-1.  The  entire  parcel  has  been 
categorized  as  CERFA  disqualified. 

•  PARCEL  86D-HR 

This  parcel  includes  the  Contractor  Spoils  Area,  east  of  Building  555.  The  area 
was  formerly  used  to  sune  dirt,  asphalt,  and  debris  from  construction  sites  and  is 
currendy  under  investigation  for  potential  release  and/or  disposal  of  hazardous 
substances.  Preliminary  results  indicate  limited  contamination  typical  of  the 
construction  materials  found.  The  site  will  be  addressed  as  part  of  the  BRAC 
Cleanup  prior  to  closure.  The  location  of  this  site  investigation  is  shown  in 
Figure  5-1.  The  entire  parcel  has  been  categorized  as  CERFA  disqualified. 

•  PARCEL  87D-HR 

This  parcel  includes  an  area  soutii  of  Building  555  in  which  former  disposal 
trenches  were  observed  in  aerial  photographs.  The  area  was  identified  as  Site  Oil 
in  the  RFA  (R-5)  and  was  investigated  for  potential  release  and/or  disposal  of 
hazardous  substances.  Preliminary  results  indicated  limited  contamination  (trace 
levels  of  volatile  organic  compounds)  and  no  remediation  of  this  area  is  expected. 
Since  there  may  have  been  some  disposal  of  hazardous  substances  in  the  past, 
this  parcel  has  been  CERFA  disqualified. 

•  PARCEL  98D-HS/PS 

This  parcel  includes  the  AAFES  gas  station  in  the  southern  portion  of  SAAD. 
This  station  is  still  active  and  currently  has  three  USTs  for  storage  of  unleaded 
gasoline;  SAAD  records  indicate  that  a  former  waste  oil  tank  was  removed  fix>m 
Ae  site.  These  are  indicated  on  the  map  in  Figure  5-1  and  listed  in  Table  5.1-1. 
This  parcel  has  been  categorized  as  CERFA  disqualified. 

5.1.2  CERFA  Parcels  With  Qualifier 

Study  areas  for  which  there  is  no  evidence  of  current  or  past  storage,  release,  ot 
disposal  of  hazardous  substances  or  petroleum  products  or  their  derivatives,  but  for 
which  there  is  evidence  of  the  presence  of  other  environmental  concerns,  are 
categorized  as  CERFA  parcels  with  qualifier.  These  parcels  are  indicated  on  the  map 
by  a  medium  shading  and  a  "Q"  following  the  parcel  number,  the  buildings  and  areas 
within  these  parcels  and  the  supporting  information  are  included  in  Table  5.1-1. 

The  SAAD  parcels  discussed  below  were  categorized  as  C^RFA  parcels  with 
qualifier,  the  only  concerns  identified  in  these  parcels  were  ACBM  and  lead-based 
paint.  The  lead-based  paint  information  is  not  certain  since  the  presence  of  lead-based 
paint  has  been  based  solely  on  date  of  construction  of  the  building;  none  of  the 
buildings  have  been  surveyed.  The  lead-based  paint  survey  will  be  completed  in  April 
1994. 
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Each  of  the  CERFA  parcels  with  qualifiers  was  also  evaluated  to  identify  any 
potential  impacts  from  activities  or  contamination  on  the  adjacent  or  surrounding 
properties  (toth  within  SAAD  and  off  site)  and  to  ensure  that  the  parcel  is  not 
impacted  by  those  activities  or  contamination.  The  results  of  the  evaluation  are 
summarized  below. 

•  PARCEL  3Q-A/L(P),  Area  around  Restaurant  and  Credit  Union 

The  SAAD  parcels  that  are  immediately  adjacent  to  Parcel  3Q-A/L(P)  are  Parcel 
2D-HS/A/L(P),  Parcel  4D-HS/A/L(P),  and  Parcel  20D-HS/A/L(P).  These  three 
parcels  were  disqualified  for  hazardous  substance  storage  in  specific  locations;  no 
release  or  disposal  of  hazardous  substances  ot  petroleum  products  or  their 
derivatives  occurred  within  these  parcels  and  none  of  these  parcels  is  expected  to 
have  an  adverse  impact  on  Parcel  3Q-A/L(P). 

Since  this  parcel  runs  along  the  northern  border  of  the  installation,  it  is  adjacent 
to  the  off  site  properties  to  the  north,  including  Proctor  &  Gamble  and  Pacific 
Bell,  which  are  listed  as  adjacent  generator  facilities.  There  are  several  registered 
USTs  located  on  property  adjacent  to  the  northern  border  of  SAAD;  two  leaking 
UST  reports  were  filed  on  these  tanks:  a  leaking  UST  (gasoline)  at  Proctor  & 
Gamble,  and  a  leaking  UST  (diesel)  at  Fleming  Industries,  8301  Fruitridge  Road 
In  both  cases,  soil  was  identified  as  the  only  medium  affected  and  SAAD 
property  is  not  expected  to  be  impacted.  In  addition,  several  hazardous  substance 
spiUs  were  report^  on  property  ^jacent  to  the  northern  border  of  SAAD;  these 
spills  were  not  extensive  and  none  of  the  spills  is  likely  to  impact  Parcel 
3Q-A/L(P).  It  should  also  be  noted  that  ground  water  contamination  migrating 
onto  the  installation  would  be  detected  in  the  monitoring  wells  installed  around 
the  perimeter  of  SAAD;  those  wells  have  not  shown  any  contamination  (R-26). 

•  PARCEL  11(J-L(P),  Building  220 

The  SAAD  parcels  that  are  immediately  adjacent  m  Parcel  11Q-L(P)  are;  Parcel 
1D-HR(P)/PS/A/L(P),  Parcel  2D-HS/A/L(P),  Parcel  20D-HS/A/L(P),  and  Parcel 
lOP.  Parcel  lOP  has  been  categorized  as  an  uncontanunated  CERFA  parcel,  and 
no  impact  on  Parcel  11Q-L(P)  is  likely.  Parcels  2D-HS/A/L(P)  and 
20D-HS/A/L(P)  were  disqualified  for  hazardous  substance  storage  in  specific 
locations;  no  release  or  disposal  of  hazardous  substances  or  petroleum  products 
or  their  derivatives  occurred  within  these  parcels  and  neither  is  expected  to  have 
an  adverse  inq)act  on  Parcel  1 1(5-A/L(P).  Similarly,  Parcel  1D-HR(P)/PS/A/L(P) 
was  disqualified  for  petroleum  product  storage  in  specific  locations;  no  releases 
or  leaks  were  reported.  Although  a  small  section  of  the  railroad  tracks  is  adjacent 
to  Parcel  1  IQ-L(P)  and  included  within  Parcel  1D-HR(P)/PS/A/L(P),  it  is  not 
expected  that  there  would  be  any  impact  on  Parcel  1 1Q-L(P). 
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•  PARCEL  72Q-L(P).  Building  450  (substation) 

•  PARCEL  73(^A/L(P).  Parking  Lot  #4  and  Building  393 

These  two  parcels  are  located  in  the  east-central  portion  of  the  installation.  They 
ate  bordered  <»  the  north  by  the  SAAD  engineering  area;  parcels  in  diis  area 
have  been  disqualified  due  to  storage  of  hazardous  substaixxs  or  petroleum 
products;  historical  photographs  also  indicated  potratial  open  stotage/disposal  of 
hazardous  substances  in  this  area,  l  imited  soil  contaminatiwi  has  bera  defined 
and  remediated.  Based  the  existing  infoimatimi,  no  impact  on  Parcels 
72(^L(P)  and  73Q-A/L(P)  is  expected  from  these  areas.  These  parcels  are 
bordered  on  the  west  and  south  by  a  number  of  parcels,  i.e..  Parols 
37D-HS/A/L(P).  70D-HS/L(P).  71D-HS(P),  and  76D-PS/HS(P)/A/L(P),  that  have 
been  disqualified  for  hazardous  substance  storage  in  specific  locations;  no  release 
or  disposal  of  hazardous  substances  or  petroleum  products  or  their  derivatives 
occurred  within  these  parcels  and  none  is  expected  to  have  an  adverse  impact  on 
Parcels  72Q-L(P)  or  73<3-AA-(P). 

Since  Parcel  73Q-A/L(P)  abuts  the  eastern  border  of  the  SAAD  property,  it  is 
adjacent  to  the  off-site  properties  to  tire  east,  including  the  Central  Valley 
Chemical  Corporation  and  the  Metalloy  Steel  Foundry.  The  Metalloy  Steel 
Foundry  property  at  8588  Thys  Cemt  was  identified  in  the  state  Superfund  sites 
database  as  an  abandoned  factory.  Several  registered  USTs  are  located  rxi 
property  adjacent  to  the  eastern  border  of  SAAD;  the  leaking  UST  database 
identified  one  leaking  UST.  The  1991  UST  incident  involved  tninoal  spirits  and 
was  limited  to  the  soil;  no  impact  on  SAAD  property  is  expected  from  this 
incident.  There  were  three  reported  spills  of  hazardous  substances  on  pr(q)erties 
adjacent  to  SAAD  in  the  vicinity  of  Parol  73(^A/L(P);  abandoned  waste  oil 
drums  in  a  vacant  lot  at  8543  Unsworth  Avenue  (reported  in  1989);  a  spUl  of  red 
dye  at  8555-1  Thys  Coun  that  may  have  affected  Morrison  Oeek  (reported  in 
1988);  and  chemicals,  reportedly  including  PCBs,  left  (xi  the  site  of  the 
abandoned  factory  at  Metalloy,  Inc.,  8588  Thys  Court  (reported  in  1991).  Based 
on  the  available  infortnation,  these  incidents  are  not  expected  to  impact  Parcel 
73(^A/L(P)  since  most  of  the  contamination  is  confined  to  soils.  It  should  also 
be  noted  that  ground  water  contamination  migrating  onto  the  installation  would 
be  detected  in  the  monitoring  wells  installed  around  the  perimeter  of  SAAD; 
those  wells  have  not  shown  any  contamination  (R-26). 

•  PARCEL  94(^A/L(P),  Building  672  (morale  support  facility) 

•  PARC^EL  95(3-A/L(P),  Buildings  666/668/670  (classrooms) 

These  interior  parols  ate  located  in  the  southeast  portion  of  the  installation.  They 
are  bordered  by  three  CERFA  parcels  (Parcels  92P,  93P,  and  96P)  and  two 
CERFA  excluded  parcels  (99E  and  lOOE).  The  CERFA  parcels  are  considoed 
uncontaminated  areas  with  no  evidence  of  current  or  past  storage,  release,  ot 
disposal  of  hazardous  substances  or  petroleum  products  or  their  derivatives,  and 
for  which  there  is  no  evidence  of  the  presence  of  other  environmental  concerns. 

A  limited  evaluation  of  the  CERFA  excluded  parcels  was  performed  within  the 
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CERFA  assessment  The  available  infonnation  indicated  no  evidence  of  storage, 
release,  or  disposal  of  hazardous  substances;  storage  of  petroleum  products  was 
reported  at  within  Parcel  lOOE  but  no  releases  were  reported.  Ntme  of  die 
adjacent  or  surrounding  parcels  are  expected  to  in^iact  Parcels  94Q-A/L(P)  (x 
95Q-A/L(P). 

5.1,3  CERFA  Paroeto 

Parcels  in  which  there  is  no  evidence  o(  current  or  past  storage,  release,  or  disposal 
of  hazardous  substances  or  petroleum  products  or  their  derivatives,  and  for  which 
there  is  no  evidence  of  the  presence  of  other  environmental  concerns,  are  categorized 
as  CERFA  parcels.  Each  of  the  CERFA  parcels  was  also  evaluated  to  identify  any 
potential  impacts  from  activities  or  contamination  on  the  adjacent  or  surrounding 
properties  (both  within  SAAD  and  off  site)  and  to  ensure  that  the  parcel  is  not 
impacted  by  those  activities  or  contamination.  Areas  designated  as  CERFA  parcels 
are  considered  clean,  uncontaminated  areas.  The  C!ERFA  parcels  are  shown  on  Um 
map  in  Figure  S-1  with  no  shading  and  a  "P”  following  the  parcel  number.  The 
locations  of  these  parcels  are  provided  in  Table  S.1-1.  The  results  of  the  evaluation 
for  each  of  the  parcels  are  summarized  below. 

The  following  parcels  were  categorized  as  CERFA  parcels; 

•  PARCEL  7P,  Paiicing  Lot  #1  east  of  the  main  gate 

The  SAAD  parcels  that  are  immediately  adjacent  to  Parcel  7P  are  Parcel 
5D-PS/A/L(P),  Parcel  6D-PS/HS/A/L(P),  Parcel  8D-PS/HS/A/L(P),  and  Parcel 
24D-HS/A/L(P).  With  the  exception  of  Parcel  SD-HS/PS/A/LfP),  these  parcels 
were  disqualified  for  storage  of  hazardous  substances  and  petroleum  in  specific 
locations;  no  release  or  disposal  of  hazardous  substances  or  petroleum  products 
or  their  derivatives  occurred  within  these  parcels  and  none  of  these  parcels  is 
expected  to  have  an  adverse  impact  on  Parcel  3Q-A/L(P).  Within  the  area  defined 
as  Parcel  8D-HS/PS/A/L(P),  a  leaking  petroleum  UST  was  removed; 
contamination  was  limited  to  soil  and  no  impact  on  Parcel  7P  is  expected. 

Since  Parcel  7P  runs  along  the  northern  border  of  the  installation,  it  is  adjacent  to 
the  off-site  properties  to  the  north,  including  the  Proctor  &  Gamble  and  Pacific 
Bell  which  are  listed  as  adjacent  generator  facilities.  There  are  several  registered 
USTs  located  on  property  adjacent  to  the  northern  border  of  SAAD.  Two  leaking 
UST  reports  were  filed  on  these  tanks:  a  leaking  gasoline  UST  at  Proctor  & 
Gamble,  and  a  leaking  diesel  UST  at  Fleming  Industries,  8301  Fruitridge  Road. 

In  both  cases  soil  was  identified  as  the  only  medium  affected  and  SAAD 
property  is  not  expected  to  be  impacted.  In  addition,  several  hazardous  substance 
spills  were  reported  on  property  adjacent  to  the  northern  border  of  SAAD;  these 
spills  were  not  extensive  and  none  of  the  spills  is  likely  to  intact  Parcel  7P.  It 
should  also  be  noted  that  ground  water  contamination  migrating  onto  the 
installation  would  be  detected  in  the  monitoring  wells  installed  around  the 
perimeter  of  SAAD;  those  wells  have  not  shown  any  contamination  (R-26). 
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•  PARCEL  IQP,  Paildng  Lot  #2  west  of  Buildiis^  220 

The  SAAD  parcels  that  are  immediately  adjacent  to  Parcel  lOP  are  Parcel 
lD-HR(PyPS/A/L(P),  and  Parcel  11Q-L(P).  Parcel  1D-HR(P)/PS/A/L(P)  was 
disqualified  for  petroleum  product  storage  in  specific  locations;  no  releases  or 
lealu  were  repotted.  Although  a  small  sectio)  of  the  railroad  tracks  is  also  within 
Parcel  1D-HR(PVPS/AAXP)  and  adjacent  to  Parcel  lOP,  it  is  not  e^qtected  that 
there  would  be  any  environmental  inq)act  on  Parcel  lOP  fitmi  the  railroad  tracks. 
Parcel  1 1Q-L(P)  has  been  categorized  as  a  CERFA  parcel  with  qualifier  due  to 
the  likely  presence  of  lead-based  paint  in  Building  Z20;  the  presence  of 
lead-based  paint  will  be  confirmed  in  the  survey  expected  to  be  completed  in 
April  1994.  No  current  or  past  storage,  release,  or  disposal  of  hazardous 
substances  or  petroleum  products  or  their  derivatives  was  indicated  on  Parcel 
1 1Q-L(P)  and  no  impact  on  Parcel  lOP  is  likely. 

•  PARCELS  92P,  93P,  Undeveloped  area  south  of  Kwajalein  Street 
Four  parcels  border  on  Parcel  92P  and  Parcel  93P:  Parcel  96P,  Parcel 
94Q-A/L(P),  Parcel  95Q-A/L(P),  and  Parcel  lOOE.  No  current  or  past  storage, 
release,  or  disposal  of  hazardous  substances  or  petroleum  products  or  their 
derivatives  was  indicated  on  any  of  the  listed  GERFA  parcels  or  CERFA  parcels 
with  qualifiers.  The  adjacent  excluded  parcel.  Parcel  lOOE,  formerly  contained 
two  USTs  for  petroleum  storage;  these  tanks  were  not  reported  to  have  leaked 
and  no  inqract  fixxn  these  tanks  on  Parcel  92P  or  Parcel  93P  is  expected.  No 
other  evidence  of  current  or  past  storage,  release,  or  disposal  of  hazardous 
substances  or  petroleum  products  or  their  derivatives  was  indicated  for  this 
parcel. 

•  PARCEL  96P,  Undeveloped  area  south  of  Kwajalein  Street 

The  SAAD  parcels  that  are  immediately  adjacent  to  Parcel  96P  are  Parcel 
87D-HR,  Parcel  98D-PS/HS,  Parcel  92P,  Parcel  97P,  Parcel  95Q-A/L(P),  and 
Parcel  lOOE.  Parcel  87D-HR  was  disqualified  for  past  disposal  of  hazardous 
substances  in  trenches;  investigation  of  the  area  indicated  limited  contamination 
and  no  impact  on  Parcel  96P  from  these  trenches  is  expected.  Parcel  98D-PS/HS 
and  Parcel  lOOE,  respectively,  include  current  and  former  locations  of  petroleum 
storage  in  specific  locations;  no  release  or  disposal  of  hazardous  substances  or 
petroleum  products  or  their  derivatives  occurred  within  these  parcels  and  neither 
of  these  parcels  is  expected  to  have  an  adverse  impact  on  Parcel  96P.  No  current 
or  past  storage,  release,  or  disposal  of  hazardous  substances  or  petroleum 
products  ch:  tiieir  derivatives  was  indicated  on  Parcel  92P,  Parcel  97P,  or  Parcel 
95Q-A/L(P)  and  these  parcels  are  not  expected  to  have  an  impact  of  Parcel  96P. 
No  former  industrial  activity  or  disposal  activity  was  observed  in  aerial 
photographs  of  the  area  south  of  Kwajalein  Street. 

Parcel  96P  runs  along  the  eastern  bOTder  of  the  installation  and  is  adjacent  to  the 
off-site  properties  to  the  east.  No  releases  of  hazardous  materials  tn:  petroleum 
products  or  their  derivatives  were  reported  on  properties  adjacent  to  Parcel  96P. 
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Although  several  spills  and  leaks  were  reported  farther  to  the  southeast  of  SAAD, 
these  were  confined  to  soils  and  not  likely  to  impact  SAAD  property.  It  should 
also  be  noted  that  ground  water  contamination  migrating  onto  the  installation 
would  be  detected  in  the  monitoring  wells  installed  around  the  perimeter  of 
SAAD;  those  wells  have  not  shown  any  contamination  (R-26). 

•  PARCEL  97P,  Parking  Lot  #9  north  of  AAFES  station 

Two  SAAD  parcels  are  immediately  adjacent  to  Parcel  97P;  Parcel  98D-PS/HS 
and  Parcel  9^.  Parcel  98D-PS/HS  was  disqualified  for  storage  of  petroleum  and 
hazardous  substances  in  specific  locations;  no  release  or  disposal  of  hazardous 
substances  or  petroleum  products  or  their  derivatives  occurred  within  this  parcel 
and  no  impact  on  Parcel  97P  is  expected.  No  current  or  past  storage,  release,  or 
disposal  of  hazardous  substances  or  petroleum  products  or  their  derivatives  was 
inthcated  on  Parcel  96P  and  this  parcel  is  not  expected  to  have  an  impact  of 
Parcel  97P. 

Parcel  97P  runs  along  the  eastern  border  of  the  installation  and  is  adjacent  to  the 
off-site  properties  to  the  east.  No  releases  of  hazardous  materials  or  petroleum 
products  or  their  derivatives  were  reported  on  properties  adjacent  to  Parcel  97P. 
Although  several  spills  and  leaks  were  reponed  farther  to  the  southeast  of  SAAD, 
these  were  confined  to  soils  and  not  likely  to  impact  SAAD  property.  It  should 
also  be  noted  that  ground  water  contamination  migrating  onto  the  installation 
would  be  detected  in  the  monitoring  wells  installed  around  the  perimeter  of 
SAAD;  those  wells  have  not  shown  any  contamination  (R-26). 


5.2  Location  Map  and  Property  Boundaries 

Figure  S-2  is  a  tract  map  providing  the  property  boundaries  and  property  transfer 
information,  including  prior  ownership  of  the  tracts  that  currently  make  up  SAAD. 
This  map  was  provided  by  the  U.S.  Army  Corps  of  Engineers,  Real  Estate  Division, 
Sacramento  District.  All  tracts  were  acquired  by  the  Department  of  the  Army  in  the 
1940s. 


5.3  Summary  CERFA  Map 

Figure  5-3  provides  a  summary  breakdown  of  the  SAAD  property  according  to  the 
criteria  for  parcel  identification  under  CBRFA.  Figure  5-3  is  identical  to  Figure  5-1 
but  presents  only  the  CERFA  designations  and  shading  for  each  parcel;  none  of  the 
backup  environmental  data  have  been  included. 
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3U-FyA/L(P;  Bldg.  152  (guaidnouse)  Disquauned  -Backup  fuel  storage  for  generators  163  (700 

Bldg.  153  (admin,  bldg.)  gallons,  diesel)  and  165  (20  gallons,  gasoline) 

1.4  acres  Bldg.  163  (sentry  sta.)  Q-1) 

Bldg.  164  (visitor  ctr.)  (Qualifier  -ACBM:  bldg.  152  (NF)  (R-15) 

Bldg.  165  (generator)  -Probable  Lead-based  paint  (based  on  date  of 
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45U-HS  Bldg.  5(3  /  (storage  shed)  uisquaiitied  -tiazaidous  substances  storage  in 

Bldg.  369  (flammable  materials  and  370  (R-2,  S- 1 ) 

0.8  acre  storage) 

Bldg.  370  (flammable  materials 
storehouse) 
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past  on  types  of  materials  stored;  potential  for 
Qualifier  storage  arid  release  of  hazardous  substances 

-ACBM:  bldgs.  437  (NfO,  438  (NF)  (R-15) 
•Probable  Lead-based  paint  (bas^  on  date  of 


ilgiT 


Qualif!ei(P) 
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.  Acreage  estimates  were  taken  from  BRAC  Qosure  Han  (R-27). 
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R-23.  Kleinfelder,  Inc.  Soil  Gas  Investigation:  Site  014B  Possible  Shallow  Lagotm, 
Site  OltiB  Paint  Residue  and  Waste  Oil  Dump,  Site  019B  Fill  Area  with 
Numerous  Vehicles,  Sacramento  Army  Depot,  prepared  for  U.S.  Army  Corps 
of  Engineers,  Sacramento  Division,  July  31,  1991. 

R-24.  Engineering  and  Logistics,  Sacramento  Army  Depot  Radon  Moiutoring 
Report  memorandum  from  R.C.  Barrett,  Director,  June  22,  1992. 

R-2S.  U.S.  Environmental  Protection  Agency,  Region  DC,  and  the  state  of  California 
and  the  U.S.  Army.  Federal  Facility  Agreement  Under  CERCLA  Section  120 
Administrative  Docket  Number:  90-14. 

R-26.  Kleinfelder,  Inc.  Sacramento  Army  Depot  South  Post  Ground  Water 
Contamination,  Quarterly  (jround  Water  Sampling  Reports. 

R-27.  ENSERCH  Environmental,  Inc.  (Ebasco,  Inc.).  BRAC  Cleanup  Plan  for 
SAAD,  Final  Draft  Report  prepared  for  U.S.  Army  Corps  of  Engineers, 
Sacramento  District,  February  1994. 

R-28.  Battelle.  Environmental  Contamination  Survey  and  Assessment  of  Sacramento 
Army  Depot  (SAAD),  November  1981. 

R-29.  U.S.  Army  Environmental  Hygiene  Agency,  Industrial  Health  Physics  Branch, 
Health  Physics  Division.  Review  of  USAEHA  records  pertaining  to 
Radioactive  Materials  Use  at  CERFA  Installations,  memorandum  from  H. 
Edge,  March  25,  1994. 


Interviews 

I-l.  Phone  interviews  with  G.  Anthony  and  P.  McCoskey,  Johnson  Controls  World 
Services,  Inc.-SAAD,  September  3,  1993. 

1-2.  Personal  communication  with  R.  Solander,  SAAD-EMD,  during 

August  30-September  3,  1993  installation  tour  and  during  September  and 
October,  1993. 

1-3.  Interview  witii  D.  Obum,  SAAD-EMD,  to  define  extent  of  ground  water 

contamination  at  SAAD  based  on  ongoing  investigations,  Sepember  1,  1993. 

1-4.  Interview  with  R.  Lodato,  SAAD-EMD,  regarding  asbestos  survey  and 
removal  programs,  October  8,  1993. 

1-5  Interview  with  D.  Obum,  SAAD-EMD,  February  10,  1994. 
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6.0  Retorwicas 


Sits  Inspaction 

S-1.  Arthur  D.  Little  site  inspection,  S.Coons  and  S.  Gnewuch.  August  31,  1993. 

S-2.  Arthur  D.  Little  site  inspection,  S.  Gnewuch,  September  1,  1993. 

S-3.  Arthur  D.  Little  site  inspection,  S.  Coons  and  S.  Gnewuch,  September  2,  1993. 

Additional  Avallabla  Documants  (following  pages) 
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InsuUatiaD  Rvtoratioa  Progran.  Phase  n 

Well  Completieo  Repoia 

Final 

Nov.  7. 1986 

Addeaduni  to  Weil  Cooatnietiaa  Report 

Onsite  Wdls.  MW-22  through  MW-26 

Final 

Feb.  la  1988 

Well  Qaeure  RqMrt 

Final 

Feb.  23. 1988 

Addendum  to  Well  Coastruction  R^KXt 

Off-site  Wdls,  MW-lOOl  through 

MW- 1012 

Final 

May  3L  1988 

Addendum  to  Well  Constnietioo  Report 

Off-site,  MW- 1013  through  MW- 1016 

Rnal 

Oct.  18. 1988 

Addendum  to  Weil  Constnictiao  Rqwrt 

Ofbite,  MW- 1017  through  MW- 1020 

Fmal 

March  17. 1989 

Addendum  to  Well  Construction  Rqxirt 

Onsite  WeUs.  MW-27  through  MW-SO 

Fmal 

May30.  l§i» 

Addendum  to  Wdl  Construction  Report 

Of&ite.  MW-1021  through  MW-  i024 

Fmal 

Jan.  15. 1990 

Addendum  to  Well  Construction  Report 

Onsite  Wells.  MW-S2  through  MW-S3 

Fmal 

June  6. 1990 

Addendum  to  Well  Construction  Report 

MW-54  through  MW-65 

Fmal 

March  26. 1991 

Well  Construction  Rqrart 

Fmal 

Sept.  13. 1991 

Addendum  to  Well  Coastruction  Report 

MW-56  through  MW-69 

Fnal 

April  4.  1992 

Well  Construction  Report,  Parking  Lot  3  Well  Cluster 

Fmal 

Feb.  26.  1993 
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BURW  PITS  SITE  RELAfBD^^R^  }| 

Propoaed  Gas  Cbaraetematiaa  &  Mitigation 

Hnal 

Nov.  23. 1987  | 

Detactioa  Testing  APCD  Na  8  Unit 

Draft 

July  31. 1987 

Bum  Pits  Quality  Assurance  Project  Plan 

Mard>28.1990 

A  Held  Sampling  Flan 

Draft 

Feb.  23.  1990 

Bum  Pits  Public  Health  Evaluation 

Draft 

June  11. 1991 

Bum  Pits  OUFS  Treatability  Study  Workplan 

Rev. 

Nov.  24. 1991 

Draft 

OcL  11. 1991 

Draft 

Nov.  13. 1990 

Bum  Pits  Operable  Unit  Technical  Memorandum 

Hnal 

Oct  28. 1991 

on  Held  Activities  ^mendix  A-3  Part  1  of  3 

Draft 

Aug.  28. 1990 

of  the  Remedial  Investigatiao  Report 

Bum  Pits  Operable  Unit  Feasibility  Study 

Final 

April  1. 1993 

Rev. 

Aug.  S.  1992 

Draft 

May  IS,  1992 

Bum  Pits  Treatability  Test  Report 

Hnal 

June  12, 1992 

(Appendix  G  of  OUFS) 

Bum  Pits  Baseline  Health  Risk  Assessment, 

Final 

June  12. 1992 

(Appendix  C  of  OUFS) 

Appendices  F  J  J  of  the  Bum  Pits  OUFS 

June  12. 1992 

Bum  Hts  ROD 

Final 

Feb.  26. 1993 

Draft 

Feb.  11. 1993 

Draft 

June  26. 1992 

Addendum  Report  to  Technical  Memorandum  on 

Draft 

July  17. 1992 

Field  Activities.  Bum  Pits  Operable  Unit 

Technical  Memorandum.  Summary  of  Existing 

August  6. 1992 

Information.  Bum  Pits 

Draft  RFP  -  Bum  Pits  Stdidification 


Draft 


July  1. 1993. 
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I  GRWhTDWAtER  CLEANUP  AND  TREATMENT  PROGRAM^  I 


Groundwater  QAPP/FSP 

Final 

July  18. 1990 

Groundwater  Treatment  Alternatives 

Assessment 

May  31. 1988 

Work  Plan.  Groundwater  Treatment  Process 

Testing  and  Evaluation 

June  7. 1988 

Post  Screening  Evaluations  A  Preliminary 

Design  of  S^D  Phase  II OUFS  Ground 

Water  Treatment  Systems 

July  18. 1988 

Groundwater  Extraction  System 

Fmal 

Rev. 

Draft 

Aug.  10. 1988 
May  25. 1988 
March  4. 1988 

Final  Design  Analysis  On-Post  IRM  Ground 

Water  ^traction  and  Treatment 

Sept.  9. 1^ 

Public  Health  Evaluation  of  SAAD  Phase  II 

OUFS  Groundwater  Treatment  System 

Final 

April  1989 

Technical  Memorandum.  Data  Analysis  for 

Extraction  Design 

April  21. 1989 

On-site  Groundwater  Operable  Unit 

Feasibility  Study 

Final 

May  19. 1989 

Proposed  Plan  for  Groundwater  Remediation 

June  16. 1989 

Report  of  Findings  -  Pilot  Extraction 

Well/Test  Borings 

June  26. 1989 

Groundwater  Monitoring  Plan 

Comments 

Rev. 

Draft 

Nov.  24. 1992 
July?.  1992 
Nov.  17. 1989 

Construction  Completion  Report.  SAAD  Ground 

Water  Extraction  and  Treatment  System 

Dec.  18.  1989 

After  Action  Testing  Report  SAAD  Ground 

Water  Extraction  A  Treatment  System 

Draft 

Dec.  22. 1989 

Groundwater  Results  Report 

July  1990 

Groundwater  Extraction  A  Treatment 

System  Troubleshooting 

Draft 

Draft 

March  26. 1991 
Aug.  14. 1990 
June  29. 1990 

Groundwater  Extraction  and  Treatment 

System  Water  Reuse  Assessment 

Comments 

Final 

Draft 

June  5. 1991 
Oct.  26. 1990 
Oct.  17. 1990 

Preliminary  Environmental  Site  Assessment 

Final 

Oct.  1.3. 1992 

South  Post  Groundwater  Treatment  System 
Performance  Evaluation 

Final 

Draft 

June  16. 199.3 
Nov.  25. 1992 
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Groundwater  Saapling  Reaulis, 

Rrst  Quarter.  1989 

Rnal 

May  1989 

Groundwater  Sampling  Results, 

Second  Quarts,  1989 

Rnal 

August  1989 

Groundwater  Sampling  Results. 

Summer  Quarter.  1SI89 

Final 

November  1989 

Groundwater  Sampling  Results. 

Fall  Quarter.  1989 

Fmal 

February  1990 

Quarteriy  Groundwater  Samiding  Report. 

Winter.  1990 

Fmal 

April  4. 1990 

Quarterly  Groundwater  Sampling  Report, 

Spring.  1990 

Final 

July  10. 1990 

Quarterly  Groundwater  Sampling  Rq>ort. 

Summer.  1990 

Fmal 

November  1990 

Quarterly  Groundwater  Sampling  Report. 

Fall.  1990 

Final 

January  10. 1991 

Quarterly  Groundwater  Sampling  Report. 

Winter.  1991 

Final 

April  4. 1991 

Quarterly  Groundwater  Sampling  Report. 

Spring.  1991 

Final 

August  30, 1991 

Quarterly  Groundwater  Sampling  Report, 

Summer.  1991 

Fmal 

December  10. 1991 

Annual  Groundwater  Sampling  Report. 

Fall.  1991 

Fnal 

June  19. 1992 

Quarterly  Groundwater  Sampling  Report. 

Winter.  1992 

Final 

June  18, 1992 

Quarterly  Groundwater  Sampling  Report. 

Spring,  1992 

Final 

Oct.  .30, 1992 

Quarterly  Groundwater  Sampling  Report, 

Summer.  1992 

Final 

Dec.  30. 1992 

Annual  Groundwater  Sampling  Report 

Fall.  1992 

Final 

April  27, 1993 

Quarterly  Groundwater  Sampling  Report 

Final 

April  27. 1993 

Winter.  1993 
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1  HEALTH  AND  SAFETY  PLANS  "  I  I 

Health  &  Safety  Flan 

Oct.  15. 1985 

Health  A  Safety  Flan  -  Task  1 A  ’Deep*  Well 
Installation  Ground  Water  Sampling 

Oct.  31. 1985 

Supplement  to  Health  A  Safety  Flan  Task  1C  - 
Well  Installation  in  N.W.  Comer  of  Depot 

May  15. 1986 

Health  A  Safety  Flan  Additional  Soil 

Investigation 

Dec.  8. 1986 

Supplement  to  Health  A  Safety  Flan.  Soil 

Gas  Survey 

Sept.  25. 1987 

Site  Safety  Flan  for  Assessment  of 

Offsite  Ground  Water  Conditions 

Fmal 

Draft 

Oct  29. 1987 

Oct  6. 1987 

Health  A  Safety  Flan  —  Tank  2 

Final 

Draft 

Sept  27. 1289 

Aug.  22, 1989 

Health  A  Safety  Plan  -  Oxidation  Lagoons 

A  Bum  Pits 

Final 

Draft 

March  1. 1990 

Nov.  20. 1989 

Health  A  Safety  PI a<'.  —  B.F.\  Sampling 

Final 

Draft 

June  20. 1990 

May  14. 1990 

Health  A  Safety  Plan  Remedial  Investigation 

Battery  Disposal  Well 

Final 

Draft 

November  18. 1992 

September  24. 1992 

July  17. 1990 

Health  A  Safety  Plan  Remedial  Investigation 

Building  300  Old  Bum  Pits 

i 

Final 

Revised 

Draft 

March  17. 1992 

May  5. 1992 

July  17. 1990 

1 

Health  A  Safety  Plan  Remedial  Investigation 
j  Firefighter  Training  Area 

Final 

Draft 

August  2. 1990 

July  17. 1990 

Health  &  Safety  Plan  Remedial  Investigation 

Pesticide  Mix  Area 

Final 

Draft 

December  3.  1992 

July  17.  1990 

Health  A  Safety  Plan.  Air  Sparging  Pilot  Test 
i  Parking  Lot  3 

'  I  ....  1  —  1  ■  „  1  1 

Draft 

May  10.  1993 
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Prelim.  Procedurea  Report  Undergrauad 

Tank  Monitoring 

Mayl98S 

Underground  Storage  Tank  Preeisioa 

Tearing  &,  Compliance  Recommeadatiaoa 

Rnal 

Draft 

July  3,1989 
Jan.  12, 1987 

Geotechnical  Investigation  Report  Pn^wsed 

Treatment  Facili^ 

July  13, 1988 

Quality  Assurance  Project  Plan,  Remedial 

Investigatioo  at  Waste  Management  Units 

IHnal 

Draft 

OcL3ai991 
June  3. 1989 

Wetlands  Delineation 

Final 

Draft 

Jan.  29. 1992 
Oct.  31. 1991 

Ecological  Risk  Assessment 

Rev. 

Draft 

Nov.  4. 11)91 
April  22. 1991 

Morrison  Creek  Sediment  Transport  Study 

Final 

Feb.  3. 1992 

Community  Relations  Plan 

Fmal 

Draft 

March  19. 1992 
Oct.  7. 1991 

BAT  Probe  Sampling  Report 

August  4. 1992 

1991/1992  Annual  Update  Report 

Draft 

Marrii  1. 1993 

DI  WET  Sampling  Results 

Feb.  23. 1993 

Air  Sparging  Pilot  Test  Workplan 

Parking  Lot  3 

Draft 

Mays.  1993 

Draft  Design  Supplement  to  Pilot  Test  Work  Plan 
Parking  Lot  3  Air  Sparging 

Draft 

June  4. 1993 

Parking  Lot  3  Air  Sparging  Interim  Final 

Treatability  Study  Workplan 

July  8. 1993 

Freon  113  Field  Investigation  Workplan 

Draft 

Sept.  8. 1993 

Freon  113  Health  and  Safety  Report 


Sept.  17. 199.3 
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Workplan  for  a  Hydrogeolooe  Aaaaaneot 

Nov.  25,1967 

Report  for  the  SAAD  Oxidation  Lagoona 

Oxidatiao  Lagoons  Quality  Asnranee  Project 

Draft 

Feb.  27. 1990 

Flan  and  Fidd  Sampling  Flan 

Treatability  Stutfy  Work  Flan 

August  2. 1990 

Oxidatiao  Lagoons  Operable  Unit 

Oxidation  Lagoons  Operable  Unit  Teehnicd 

Fmd 

June  30, 1992 

Memoranthim  of  Fidd  Activities,  Appendix 

Rev. 

October  25. 1992 

A-2  Part  1  of  1  of  the  Remedid  Investigatiaa 

Rev. 

August  6. 1990 

Draft 

Sept  27. 1990 

Bench  Scde  Treatability  Study  Work  Flan 

Draft 

Dec.  18. 1990 

Oxidation  Lagoons 

Human  Hedth  Evduatiao  of  Remedid 

May  9. 1991 

Alternatives  for  Oxidatiaa  Lagoons 

Additimd  Treatability  Testing  Report 

July  17. 1991 

Oxidation  Lagoons 

Public  Hedth  Evduation,  Oxidation  Lagoons 

Draft 

July  23.1991 

Draft 

Feb.  6. 1991 

Treatability  Study  -  Oxidation  Lagoons 

Comments 

May  24. 1991 

Draft 

Feb.  25. 1991 

Draft 

Nov.  13. 1990 

Draft 

March  27. 1990 

Operable  Unit  Feasibility  Study 

^d 

Aug.  16. 1992 

Oxidation  Lagoons 

Rev. 

Ap^  10. 19S>2 

Rev. 

March  30. 1992 

Find 

March  13. 1992 

Draft 

June  14. 1991 

Draft 

April  15. 1991 

Mobility  Assessment  of  Metds 

June  16. 1992 

Oxidation  Lagoons.  Appendix  J  of  OUFS 

Oxidation  Lagoons  ROD 

Find 

Sept.  15. 1992 

Revisions 

Sept.  9. 1992 

Draft 

June  30. 1992 

Draft 

April  2. 1992 
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Saaple  CoUcetiao  Procoool  and  Quality 

Assurance  Procedures  Ground  Water  and 

Soil  Sampling 

NOV.25..198S 

Final  Draft  Task  IB  Soil  Sample  Woriqplan 

June  11. 1966 

Soil  Sampling  Flan 

July  8. 1986 

Report  of  Soil  Sampling  Activities 

Oct  2. 1986 

IRP  Phase  II.  Soil  Sampling  Flan  for  Additional 

Areas  of  Investigation 

Dee.  9. 1986 

Phae  II  IRP  Soil  A  Ground  Water  Assessment 

Comments 

Draft 

Dee.  la  1987 

Ju.  28. 1987 

IRP  Phase  II.  Resultt  of  Sampling  in  Additional 

Areas  of  Investigation 

June  10. 1987 

Technical  Memorandum  -  Summary  of 

Existing  Data 

April  22. 1988 

Technical  Memorandum  —  Site  Description 

Fmal 

Draft 

Feb.  28. 1989 

May  16. 1988 

Aerial  Photographic  Analysis.  Vol  I 

Feb.  1990 
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Fidd  Sampling  Flan,  Quality  Asiuranee  Flan 

Tank  2,  Ondatioo  Lagoons.  Bum  Fits 

Oct  25. 1989 

Dqiot  Wide  Quality  Assurance  Fraject  Flan  for 
the  Remedial  Investigation  at  Waste 

Management  Unit 

/Vpril  1990 

Quality  Assurance  Frcject  Flan  Field  Sampling 

Flan 

July  11. 1990 

SWAT/HAR  References  (App.  to  RI/FS 

Woiplan)  RI/FS  Sites  Health  A  Safety  Flans 

July  17. 1990 

RI/FS  Workplan.  HAR  and  SWAT  Requirements 

Rev. 

Final 

Rev. 

Draft 

October  15. 1992 
September .  1992 
June  28. 1991 
August  6. 1290 

Pesticide  Mix  Area,  Firefighter  Training  Area, 

Building  300  Old  Bum  Pits.  Battery  Disposal 

Well  T^nical  Memorandum  of  Feld  Activities 
Appendix  A-4  Part  1  of  4  of  the  Remedial 

Investigation  Report 

Final 

Draft 

Oct  28. 1991 

QAPP/FSPs  -  RI/FS  Sites  (Pest  Mix 

Build.  .300.  Battery  Disp..  Frefighter) 

Fnal 

Draft 

Draft 

Draft 

May  7. 1992 
Jan.  28. 1992 
April  26. 1990 
Nov.  27. 1989 

Initial  Screening  of  Remedial  Alternatives 
for  RI/FS  Sites 

Fnal 

Sept.  1. 1992 

Health  Risk  Assessment  for  the  Pesticide  Mix  Area  and 
the  Battery  Disposal  Well 

Final 

Nov.  16.  1992 

Technical  Memorandum.  Summary  of  Existing 

Data.  Pesticide  Mix  Area  and  Dry  Cell 

Battery  Disposal  Well 

August  6. 1990 

Engineering  Evaluation/Cost  Analysis  (EE/CA)- 
Pesticide  Mix  Area 

Draft 

January  25. 1993 

Building  .300  -  Health  Risk  Assessment 

Draft 

April  19.  199.3 

Pesticide  Mix  Area  &  Battery  Disposal  Well 

Excavation  Activities  Results 

July  7. 1993 
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RCRA  Facilities  Assessment  Samplmg 

VisitReport 

Dec  17. 1990 

Infrared  Surv^ 

April  4. 1991 

Soil  Gas  Investigatioa.  Site  014B.  016B 

Jidy31.l991 

and  019B 

RFA  Sampling  Flan 

Fmal 

Feb.  5. 1992 

Draft 

June  15. 1990 

Draft 

March  20. 1990 

RFA  Sampling  Plan  2 IR  Sites,  Contracton 

Rnal 

May  18. 1992 

Spoils  Area,  Rail  Yard  Engine  Shed 

Draft 

May  1. 1992 

Revised 

March  19, 1992 

Draft 

Dec.  6. 1991 

Additional  RFA  Investigatioo.  Rail  Yard  Engine  Shed, 

Final 

Oct  27. 1992 

Caatractor*s  Spoils  Ares.  Ares  South  of  Kwsjslein  Street, 
and  Buildings  6S1  and  653 


Soil  Gas  Sampling  Plan,  Three  RFA  Sites 


Nov.  13. 1990 
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SunuBaiy  of  Editing  D«u  -  Tank  2 

Dec.  1968 

OUPS Mononndiim  -  Tank2 

May  26. 1969 

Tank2QAPPandFSP 

DoportWideQAPP 

Nov.  6. 1989 

Tank  2  Quality  Aasniance  Projoet  Plan 

Draft 

Nov.  27, 1989 

Tank  2  Field  Safety  Plan 

Draft 

Nov.  27. 1969 

Treatability  Study  Workplan. 

Tank  2  Operable  Unit 

Draft 

Aug.  2. 1990 
March  9/22. 1990 

Treatability  Study  -  Tank  2 

Draft 

Feb.  26. 1991 

Public  Health  Evaluation  -  Tank  2 
(Appendix  C  of  OUPS) 

Final 

Draft 

Draft 

Draft 

Aug.  S.  1991 
July  8. 1991 
Nov.  13. 1990 
Oct  26. 1990 

Technical  Memorandum.  Summary  of  Existing 
Infotmadoo.  Tank  2 

Aug.  6. 1990 

Human  Health  Evaluation  of  Remedial 

Alternatives  for  Tank  2.  (Appendix  F  of  OUFS) 

May  9. 1991 

Additional  Treatability  Testing  Report.  Tank  2 

July  15. 1991 

PuUic  Health  Evaluation  of  Soil  Venting  System 

Tank  2 

July  17. 1991 

Treatability  Study  Report.  Tank  2  Operable  Unit 
(Append  E  of  OUPS) 

July  19. 1991 

Operable  Unit  Feasibility  Study.  Tank  2 

Enal 

Draft 

Aug.  12. 1991 
June  7. 1991 

Mobility  Assessment  of  Contaminants  at  the 

Tank  2  Site.  (Appendix  H  of  OUFS) 

Aug.  14. 1991 
July  26. 1991 

Record  of  Decision  (ROD)  -  Tank  2 

Fmal 

Draft 

Draft 

Oct  2. 1991 
Sept  26. 1991 
Sept  20. 1991 

Tank  2  Operable  Unit  Technical  Memorandum 
of  Field  Activities,  Appendix  A- 1  Part  1  of  1  of 
the  Remedial  Investigation  Report 

Final 

Draft 

Draft 

Oct  25. 1991 
November  13. 1990 
January  23. 1990 

Title  II  Summary  Report 

April  14. 1993 

Tank  2  Remedial  Action  Report 

Draft 

June  29.  1993 
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ENVIRONMENTAL  DATABASE,  INC. 

7061  S.  Utwcraity  BM.  *  Suite  300 
Untoton,  Colorado  80122 

(30^  794*8389  •  1*800*982-4627  •  Fax  (303)  794-0049 


October  7,  1993 


Ms .  Susan  Coons 
Arthur  D.  Little  Company 
15  Morning  Glory 
larvine,  CA  92175 


Client  Job  #:  None  Given 
Client  PO  #:  None  Given 


Sea'>'ch  Area:  8350  Fruitridge  Road  -  Sacramento,  CA 


Dear  Ms.  Coons: 


The  Customized  data  search  we  performed  on  the  above  referenced  property 
encountered  the  following  occurrences.  There  are  five  maps  with  this 
project : 


On 

In  Search 

Location 

Search 

Database  Searched 

Site 

Area 

Unknown 

Advisory 

Radius 

Totals 

NPL/Superfund  Sites. 

.  1. 

.  .  0  .  . 

.  .  0  .  . 

.  .0  .  . 

1 

Mile  . 

1 

EPA  CERCLIS  Sites.  . 

.  1, 

.  .  3  .  . 

.  .  1  .  . 

.  .0  .  . 

a 

Mile  . 

5 

ERNS  Spills . 

.  0. 

.  .17  .  . 

.  .  1  .  . 

.  .3  .  . 

Mile  . 

21 

RCRA  Corrective  Actn 

.  1. 

.  .  0  .  . 

.  .  0  .  . 

.  .0  .  . 

K 

Mile  . 

1 

RCRA  D  Landfills  .  . 
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Additional  details  about  this  job  search  are  included  with  the  enclosed 
reports.  there  are  any  questions,  please  call  us  at  1-800-982-4627 

or  303-794-3389. 


Sincerely, 


( 


1. 


Jaqqie 
Databas^ 

I  ! 


Little 

Administrator 


EDI  Project  #:  5173 


DATABASE  UPDATE  DATES  &  MAP  STATUS  EXPLANATIONS 


Date  Of  Agency  Update 


NPL/Superfund  Sites  .  04/03/93 

EPA  CERCLIS  Sites  .  04/03/93 

ERNS  Hazardous  Material  Spills .  08/15/92 

RCRA  Corrective  Action  .  03/01/93 

RCRA  D  Landfills  .  03/01/93 

RCRA  Facilities  (All  Categories)  .  09/01/92 

FINDS  Facilities  .  10/30/92 

State  Superfund  Sites  .  05/23/93 

State  Landfills  .  05/23/93 

Leaking  UST's  . 05/23/93 

Registered  UST's  .  05/23/93 


Please  note  the  following  occxurrences  are  located  at  the  site: 

NPL  fllNPL,  CERC  «11C,  RACT  *14221CA,  RCRA  #14221R,  FINDS  #4F3  &  41F 
SF  #34001963  &  322SF  &  323SF  LUST  #L13366  and  RUST  #34001963  &  428U 


Map  Status  Explanations 


IN  SEARCH  AREA  -  SITE  MAPPED: 

This  represents  a  site  which  was  mapped  upon  your  request. 


LOCATION  UNKNOWN  -  SITE  NOT  MAPPED: 

This  represents  a  site  which  we  were  unable  to  exclude  from  your  search 
area  because  of  insufficient  address/location  information.  We  are 
including  this  report  for  your  reference  in  case  it  might  be  in  your  area 
of  investigation. 


ADVISORY  ONLY  -  SITE  NOT  MAPPED: 

This  represents  a  site  address  which  was  found  to  be  outside  your  search 
area,  but  which  may  encroach  on  your  project  area.  We  have  included 
these  reports  for  your  reference.  . 


This  report  is  in  no  way  to  be  taken  as  a  declaration  of  the 
legal  status  of  any  property  herein  mentioned. 

The  information  contained  in  this  report  has  been  gathered 
from  government  sources  and  was  the  latest  available  to  us 
at  compilation  time.  While  every  reasonable  attempt  has 
been  made  to  ensure  the  accuracy  of  the  information 
contained  herein;  it  is  understood  that  we  cannot  guarantee 
the  accuracy  of  the  information  from  the  original  sources, 
nor  can  we  guarantee  that  no  transcription  or  plotting 
errors  have  occurred. 

For  reports  that  contain  maps  it  is  understood  that  the 
purpose  of  these  maps  is  to  give  the  user  a  "working 
approximation"  of  the  positions  of  reported  site  locations. 
Due  to  the  level  of  accuracy  for  both  the  base  maps 
themselves  and  the  reported  location  information,  these  maps 
should  not  be  used  for  purposes  more  correctly  served  by 
professional  surveys. 

Plotting  of  environmental  information  on  our  maps  is 
dependent  in  part,  on  the  accuracy  of  the  street  grid  as 
represented  in  our  map  files.  Should  the  client  suspect  the 
existence  of,  or  during  the  field  inspection  should  the 
client  encounter,  streets  that  are  not  shown  on  our  maps, 
this  should  be  brought  to  our  attention  to  further  improve 
the  accuracy  of  the  information  contained  in  this  report. 

It  is  to  be  understood  that  the  publishers  of  this  report 
are  not  engaged  in  rendering  legal,  accounting  or  other 
expert -professional  service.  The  proper  use  to  which  this 
information  should  be  put  is  best  determined  by  the 
purchaser . 


MAP  LEGEND 


ENVIRONMENTAL  SITE  SYMBOLS 


SITE  FOR  ENVIRONMENTAL  DATA-SEARCH 


NPL/SUPERFUND  SITE 


CERCU  SITE 


RCRA  NOTIFIER  FACIUTY 


LANDRLL  OR  RCRA  SUBTTTLE  D 
WASTE  LANDRLL 


SARA  in/mis  SITE 

CTOXIC  RELEASE  INVENTORY  FAaUTY) 


0WS  SfTE 

(REPORTED  HAZARDOUS  MATERIAL  SPILL) 

RCRA  CORRECTIVE  ACTION  SITE 


□ 

RNDS  FACiLITY 


AIR  FACILITY 

AIR  MONITORING  STATION 


PCS  FACILITY 

□ 

STATE  SUPERFUND  SITE 


REPORTED  LEAKING 
UNDERGROUND  STORAGE  TANK 

o 

REGISTERED 

UNDERGROUND  STORAGE  TANK 

D 

STATE  CERCUS/CORTESE  SITE 


CULTURAL  FEATURES 


ENVIRONMENTAL  DATABASE,  MC.  -  UrOETON,  COLORADO 


NPL  SITE  REPORT 


Map  Status:  IH  SEARCH  AREA  -  SITE  MAPPED  (REFER  TO  MAP  #) 

Map  Number:  IINPL  EPA  Region:  09 

EPA  ID  Niimber:  CA0210020780 

Site  Name;  SACRAMENTO  ARMY  DEPOT 
Address:  8350  FRUITRIDGE  RD 

City:  SACRAMENTO  State:  CA  Zip:  95813 

County;  SACRAMENTO 

uses  Hydrological  Unit:  18020111 

Date  Of  Last  EPA  Update  For  Site:  02/05/93 

Federal  Facility  Flag:  FEDERAL  FACILITY 

SITE  IS  ON  THE  DOCKET 

Ownership  Indicator:  FEDERALLY  OWNED 
Site  Incident  Category:  MILITARY  RELATED 
Site  Classification:  FEDERAL  ENFORCEMENT 

Site  Description:  SAAD  IS  A  SUPPLY  DEPOT  RESPONSIBLE  FOR  THE 

RECEIPT, STORAGE,  ISSUE, MAINTENANCE, &  DSPL  OF  ELEC 
MTRLS. PRIMARY  SOURCES  OF  CONTAMINATION  DERIVED 
FR  THE  DISCHARGE  OF  LIQUID  INDUS  WASTETO  OXIDATION 
LAGOONS  &  DESTRUCTION  OF  SOLID  IND  WASTE  &  SOLV 

NPL  Status:  CURRENTLY  ON  THE  FINAL  NPL 


Further  Action  Flag: 

CERCLIS  Status: 

RCRA  Flag:  UNKNOWN  -  NOT  GIVEN 

===========  EPA  Events  That  Have  Taken  Place  At  The  Site  ========== 

EVENT  LEAD  DATE 

FEDERAL  FACILITIES  07/01/79 

EPA  FUND-FINANCED  04/01/84 

FEDERAL  ENFORCEMENT  07/22/87 

FEDERAL  ENFORCEMENT  10/15/84 

FEDERAL  FACILITIES  04/01/84 

FEDERAL  FACILITIES  04/01/84 


DISCOVERY 

HAZARD  RANKING  DETERMINED 
FINAL  LISTING  ON  NPL 
PROPOSAL  TO  NPL 
PRELIMINARY  ASSESSMENT 
SCREENING  SITE  INSPECTION 


Page 


CERCLA  SITE  REPORT 


Nap  Status:  IN  SEARCH  AREA  -  SITE  MAPPED  (REFER  TO  MAP  #) 

Map  Nvunber:  IIC  EPA  Region:  09 

EPA  ID  Number:  CA0210020780 


Site  Name: 
Address : 
City: 
County: 
State: 


SACRAMENTO  ARMY  DEPOT 
8350  FRUITRIDGE  RD 
SACRAMENTO 
SACRAMENTO 

CA  Zip  Code: 


95813 


uses  Hydrological  Unit:  18020111 

Date  Of  Last  EPA  Update  For  Site:  02/05/93 

Federal  Facility  Flag:  FEDERAL  FACILITY 

SITE  IS  ON  THE  DOCKET 

Ownership  Indicator:  FEDERALLY  OWNED 
Site  Incident  Category:  MILITARY  RELATED 
Site  Classification:  FEDERAL  ENFORCEMENT 


Site  Description:  SAAD  IS  A  SUPPLY  DEPOT  RESPONSIBLE  FOR  THE 

RECEIPT, STORAGE,  ISSUE, MAINTENT^CE, &  DSPL  OF  ELEC  M 
MTRLS. PRIMARY  SOURCES  OP  CONTAMINATION  DERIVED  ^ 
FR  THE  DISCHARGE  OF  LIQUID  INDUS  WASTETO  OXIDATION 
LAGOONS  &  DESTRUCTION  OF  SOLID  IND  WASTE  &  SOLV 


NPL  Status:  CURRENTLY  ON  THE  FINAL  NPL 


Further  Action  Flag: 


CERCLIS  Status: 

RCRA  Flag:  UNKNOWN  -  NOT  GIVEN 


============  EPA  Events  That 

EVENT 

DISCOVERY 

HAZARD  RANKING  DETERMINED 
FINAL  LISTING  ON  NPL 
PROPOSAL  TO  NPL 
PRELIMINARY  ASSESSMENT 
SCREENING  SITE  INSPECTION 


Have  Taken  Place  At  The  Site 
LEAD 

FEDERAL  FACILITIES 
EPA  FUND-FINANCED 
FEDERAL  ENFORCEMENT 
FEDERAL  ENFORCEMENT 
FEDERAL  FACILITIES 
FEDERAL  FACILITIES 


DATE 

07/01/79 

04/01/84 

07/22/87 

10/15/84 

04/01/84 

04/01/84 
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CERCLA  SITE  REPORT 


Map  Status:  IN  SEARCH  AREA  -  SITE  MAPPED  (REFER  TO  MAP  #) 

Map  Number:  2936C  EPA  Region:  09 


EPA  ID  Number:  CAD983576711 


Site  Name: 
Address : 
City: 
County: 
State : 


PINE  MOUNTAIN  CORP. 
6001  POWER  INN  RD. 
SACRAMENTO 
SACRAMENTO 
CA 


Zip  Code:  95824 


uses  Hydrological  Unit:  18020109 

Date  Of  Last  EPA  Update  For  Site:  02/12/93 

Federal  Facility  Flag:  IS  NOT  A  FEDERAL  FACILITY 

SITE  IS  NOT  ON  THE  DOCKET 

Ownership  Indicator:  PRIVATE 
Site  Incident  Category:  UNKNOWN  -  NOT  GIVEN 
Site  Classification:  NO  DETERMINATION 

Site  Description: 


NPL  Status:  THE  SITE  IS  NOT  AND  NEVER  HAS  BEEN  ON  THE  PROPOSED 
AND/OR  FINAL  NPL 

Further  Action  Flag:  NO  FURTHER  REMEDIAL  ACTION  PLANNED 
CERCLIS  Status: 

RCRA  Flag:  UNKNOWN  -  NOT  GIVEN 

============  EPA  Events  That  Have  Taken  Place  At  The  Site  =  si=a:==a^-j-=i- 

EVENT  LEAD  DATE 

DISCOVERY  EPA  FUND-FINANCED  08/16/91 

PRELIMINARY  ASSESSMENT  EPA  FUND-FINANCED  02/12/93 
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CERCIA  SITE  REPORT 


Map  Status:  ZV  SEARCH  AREA  •  SITE  MAPPED  (REFER  TO  MAP  #) 

Nap  Number:  802C  EPA  Region:  09 

EPA  ID  Number:  CAD039362017 

Site  Name:  L&O  LOFL 

Address:  8635  FRUITRIDGE  RD 
City:  SACRAMENTO 
County:  SACRAMENTO 

State:  CA  Zip  Code:  95826 

uses  Hydrological  Unit:  18020109 

Date  Of  Last  EPA  Update  For  Site:  10/30/92 

Federal  Facility  Flag:  IS  NOT  A  FEDERAL  FACILITY 

SITE  IS  NOT  ON  THE  DOCKET 

Ownership  Indicator:  UNKNOWN 
Site  Incident  Category:  UNKNOWN  -  NOT  GIVEN 
Site  Classification:  NO  DETERMINATION 

Site  Description: 


NPL  Status:  THE  SITE  IS  NOT  AND  NEVER  HAS  BEEN  ON  THE  PROPOSED 
AND/OR  FINAL  NPL 

Further  Action  Flag:  NO  FURTHER  REMEDIAL  ACTION  PLANNED 
CERCLIS  Status: 

RCRA  Flag:  UNKNOWN  -  NOT  GIVEN 

============  EPA  Events  That  Have  Taken  Place  At  The  Site  =======«= 

EVENT  LEAD  DATE 

DISCOVERY  EPA  FUND-FINANCED  06/01/81 

PRELIMINARY  ASSESSMENT  STATE,  FUND  FINANCED  02/01/85 
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CERCLA  SITE  REPORT 


Jtep  StAtuai  ZH  SBJUtCH  AREA  -  SITE  MAPPED  (REPER  TO  MAP  #} 

Map  Number:  919C  EPA  Region:  09 


EPA  ID  Number:  CA0048941470 


site  Name: 
Address : 
City: 
County : 
State : 


TAYKO  ELECTRIC 
8604  ELDER  CREEK  RD 
SACRAMENTO 
SACRAMENTO 

CA  Zip  Code:  95828 


uses  Hydrological  Unit:  18020109 

Date  Of  Last  EPA  Update  For  Site:  10/30/92 

Federal  Facility  Flag:  IS  NOT  A  FEDERAL  FACILITY 

SITE  IS  NOT  ON  THE  DOCKET 

Ownership  Indicator :  UNKNOWN 
Site  Incident  Category:  UNKNOWN  -  NOT  GIVEN 
Site  Classification:  NO  DETERMINATION 

Site  Description: 


NPL  Status:  THE  SITE  IS  NOT  AND  NEVER  HAS  BEEN  ON  THE  PROPOSED 
AND/OR  FINAL  NPL 

Further  Action  Flag:  NO  FURTHER  REMEDIAL  ACTION  PLANNED 
CERCLIS  Status: 

RCRA  Flag:  UNKNOWN  -  NOT  GIVEN 

=============  epa  Events  That  Have  Taken  Place  At  The  Site  ============ 

EVENT  LEAD  DATE 

DISCOVERY  EPA  FUND-FINANCED  04/01/80 

PRELIMINARY  ASSESSMENT  EPA  FUND-FINANCED  05/01/80 
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CSRCLA  SITE  REPORT 


Map  Status:  LOCATION  UNXMOmf 


SITE  NOT  \APPED  (DISREGARD  MAP 


#) 


Map  Number:  2713C 


EPA  Region:  09 


EPA  ID  Number:  CA0990833014 


Site  Name: 
Address : 
City: 
County: 
State : 


TELEOYNE  RYAN  ELECTRONICS  CO 
8650  BALBOA  AVE 
SAN  DIEGO 
SAN  DIEGO 

CA  Zip  Code: 


92123 


USGS  Hydrological  Unit:  18070304 

Date  Of  Last  EPA  Update  For  Site:  10/30/92 

Federal  Facility  Flag:  IS  NOT  A  FEDERAL  FACILITY 

SITE  IS  NOT  ON  THE  DOCKET 

Ownership  Indicator:  UNKNOWN 
Site  Incident  Category:  UNKNOWN  >  NOT  GIVEN 
Site  Classification:  NO  DETERMINATION 


Site  Description: 


NPL  Status:  THE  SITE  IS  NOT  AND  NEVER  HAS  BEEN  ON  THE  PROPOSED 
AND/OR  FINAL  NPL 


Further  Action  Flag:  NO  FURTHER  REMEDIAL  ACTION  PLANNED 


-  NOT  GIVEN 


CERCLIS  Status: 

RCRA  Flag:  UNKNOWN 

===========  EPA  Events  That 

EVENT 

DISCOVERY 

PRELIMINARY  ASSESSMENT 
PRELIMINARY  ASSESSMENT 


Have  Taken  Place  At  The  Site 
LEAD 

EPA  FUND-FINANCED 
STATE,  FUND  FINANCED 
EPA  FUND-FINANCED 


DATE 

08/01/80 

02/01/85 

01/18/89 
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RCRA  CORRECTIVE  ACTION  REPORT 


Map  Status:  ZM  SEARCH  AREA  -  SITE  MAPPED  (REFER  TO  MAP  #) 

Map  Nvimber:  14221CA  EPA  ID  #: 

Site:  USARMY  SACRAMENTO  DEPOT 
Address:  FRUITRIDGE  RD 

City:  SACRAMENTO  Zip  Code:  95813 

County  Nane:  SACRAMENTO 

Facility  Type: 

LARGE  QUANTITY 
TREATMENT/STORAGE/DISPOSAL 


EPA  Events  at  the  Site 


RCRA  FACILITY  INVESTIGATION  IMPOSED 
CORRECTIVE  MEASURE  STUDY  IMPOSED 


CA0210020780 
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RCRA  NOTIFIER  FACILITY  REPORT 


Map  Status:  ZM  SEARCH  AREA  -  SITE  MAPPED  (REFER  TO  MAP  #) 

Map  Number:  14221R 

EPA  ID  Number:  CA0210020780 

Facility:  USARMY  SACRAMENTO  DEPOT 
Address:  FRUITRIDGE  RD 

city:  SACRAMENTO  Zip  Code:  95813 

County:  SACRAMENTO 


Owner  Name: 
Ownership  Status: 


SACRAMENTO  ARMY  DEPOT 
FEDERAL 


Facility  Contact: 

Telephone : 


ENVIRONMENTAL  MANAGER 
9163882623 


RCRA  Facility  Designations 

Generator  Type  -  LARGE  QUANTITY 

TSD  Notation  -  TREATMENT/ STORAGE/DISPOSAL 
Transporter  Type  - 


RCRA  Violation  Flags 

For  the  following  RCRA  Violation  categories  a  YES  notation  is 
referencing  the  fact  that  the  facility  has  had  (1)  or  more  reported 
violations  in  that  category. 

Generator  Requirements: 

Generator  Land-Ban  Requirements: 

Transporter  Requirements: 

TSD  Groundwater  Requirements: 

TSD  Closure/Post  Closure  Actions: 

TSD  Financial  Requirements: 

TSD  Land-Ban  Requirements: 

TSD  Other  Violations: 

Corrective  Action  Requirements: 

Formal  Enforcement  Actions: 
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RCRA  NOTIFIER  FACILITY  REPORT 


lUp  Status:  IM  SEARCH  AREA  -  SITE  HAPPED  (REFER  TO  MAP  #) 

Map  Number:  14246R 


EPA  ID  Nximber:  CA1210490412 

Facility:  820  ENGR  BN  CO  D 
Address:  8376  FRUITRIDGE  RO 

City:  SACRAMENTO  Zip  Code:  95813 

County:  SACRAMENTO 


Owner  Name: 
Ownership  Status: 


U  S  ARMY 
FEDERAL 


Facility  Contact: 

Telephone: 


ENVIRONMENTAL  MANAGER 
9163882337 


RCRA  Facility  Designations 

Generator  Type  -  SMALL  QUANTITY 
TSD  Notation  - 
Transporter  Type  - 


RCRA  Violation  Flags 

For  the  following  RCRA  Violation  categories  a  YES  notation  is 
referencing  the  fact  that  the  facility  has  had  (1)  or  more  reported 
violations  in  that  category. 

Generator  Requirements : 

Generator  Land-Ban  Requirements: 

Transporter  Requirements : 

TSD  Groundwater  Requirements: 

TSD  Closure/Post  Closure  Actions: 

TSD  Financial  Requirements: 

TSD  Land-Ban  Requirements: 

TSD  Other  Violations: 

Corrective  Action  Requirements: 

Formal  Enforcement  Actions: 
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RCRA  NOTIPIER  FACILITY  REPORT 


Map  Status:  IM  SEARCH  AREA  -  SITE  MAPPED  (REFER  TO  MAP  #) 

Map  Niunber:  159 8 2R 

EPA  ID  Number:  CAD009189457 

Facility;  PROCTOR  &  GAMBLE  MFG  CO 
Address:  FRUITRIDGE  &  POWER  INN  RDS 

City;  SACRAMENTO  Zip  Code:  95813 

County:  SACRAMENTO 


Owner  Name: 
Ownership  Status: 


PROCTER  &  GAMBLE  MANUFACTURING  COMPANY 
PRIVATE 


Facility  Contact: 

Telephone: 


ENVIRONMENTAL  MANAGER 
9163833800 


RCRA  Facility  Designations 

Generator  Type  -  LARGE  QUANTITY 
TSD  Notation  - 
Transporter  Type  - 


RCRA  Violation  Flags 

For  the  following  RCRA  Violation  categories  a  YES  notation  is 
referencing  the  fact  that  the  facility  has  had  (1)  or  more  reported 
violations  in  that  category. 

Generator  Requirements : 

Generator  Land-Ban  Requirements: 

Transporter  Requirements : 

TSD  Groundwater  Requirements: 

TSD  Closure/Post  Closure  Actions: 

TSD  Financial  Requirements: 

TSD  Land-Ban  Requirements: 

TSD  Other  Violations: 

Corrective  Action  Requirements: 

Formal  Enforcement  Actions: 
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RCRA  NOTIFIER  FACILITY  REPORT 


Map  Status:  IN  SEARCH  AREA  -  SITE  MAPPED  (REFER  TO  MAP  #) 

Map  Number:  15985R 

EPA  ID  Number:  CAD009198334 

Facility:  PACIFIC  CORRUGATED  PIPE  CO 
Address:  5999  POWER  INN  ROAD 

City:  SACRAMENTO  Zip  Code:  95824 

County;  SACRAMENTO 


Owner  Name: 
Ownership  Status: 


W  E  HALL  COMPANY 
PRIVATE 


Facility  Contact; 

Telephone: 


ENVIRONMENTAL  MANAGER 
9163834891 


RCRA  Facility  Designations 

Generator  Type  -  LARGE  QUANTITY 
TSD  Notation  - 
Transporter  Type  - 


RCRA  Violation  Flags 

For  the  following  RCRA  Violation  categories  a  YES  notation  is 
referencing  the  fact  that  the  facility  has  had  (l)  or  more  reported 
violations  in  that  category. 

Generator  Requirements : 

Generator  Land-Ban  Requirements: 

Transporter  Requirements: 

TSD  Groundwater  Requirements: 

TSD  Closure/Post  Closure  Actions: 

TSD  Financial  Requirements: 

TSD  Land-Ban  Requirements: 

TSD  Other  Violations: 

Corrective  Action  Requirements; 

Formal  Enforcement  Actions: 
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RCRA  NOTIFIER  FACILITY  REPORT 


Map  Status:  IN  SEARCH  AREA  -  SITE  MAPPED  (REFER  TO  MAP  #) 

Map  Number:  162 SIR 

EPA  ID  Number:  CAD010979789 

Facility:  COM-STRUCT  INTL 
Address:  8600  2 3RD  AVE 

City:  SACRAMENTO  Zip  Code:  95832 

County:  SACRAMENTO 


Owner  Name: 
Ownership  Status: 


CARLSBERG  CORPORATE  CENTER 
PRIVATE 


Facility  Contact: 

Telephone: 


ENVIRONMENTAL  MANAGER 
9163812771 


RCRA  Facility  Designations 

Generator  Type  -  LARGE  QUANTITY 
TSD  Notation  - 
Transporter  Type  - 


RCRA  Violation  Flags 

For  the  following  RCRA  Violation  categories  a  YES  notation  is 
referencing  the  fact  that  the  facility  has  had  (1)  or  more  reported 
violations  in  that  category. 

Generator  Requirements: 

Generator  Land-Ban  Requirements: 

Transporter  Requirements: 

TSD  Groundwater  Requirements: 

TSD  Closure /Post  Closure  Actions: 

TSD  Financial  Requirements: 

TSD  Land-Ban  Requirements: 

TSD  Other  Violations: 

Corrective  Action  Requirements: 

Formal  Enforcement  Actions: 
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RCRA  NOTIFIER  FACILITY  REPORT 


Map  Status:  IN  SEARCH  AREA  -  SITE  MAPPED  (REFER  TO  MAP  #) 

Map  Number:  16692R 


EPA  ID  Number;  CAD029050697 

Facility:  SKALISKY  COMPANY 
Address:  8565  ELDER  CREEK  RD 

City:  SACRAMENTO  Zip  Code:  95828 

County:  SACRAMENTO 


Owner  Name:  SKALISKY  ED  OWNER 
Ownership  Status;  PRIVATE 

Facility  Contact:  ENVIRONMENTAL  MANAGER 
Telephone:  9163837314 


RCRA  Facility  Designations 

Generator  Type  -  CONDITIONALLY  EXEMPT 
TSD  Notation  - 
Transporter  Type  - 


RCRA  Violation  Flags 

For  the  following  RCRA  Violation  categories  a  YES  notation  is 
referencing  the  fact  that  the  facility  has  had  (1)  or  more  reported 
violations  in  that  category. 

Generator  Requirements: 

Generator  Land-Ban  Requirements; 

Transporter  Requirements : 

TSO  Groundwater  Requirements: 

TSD  Closure/Post  Closure  Actions: 

TSD  Financial  Requirements: 

TSD  Land-Ban  Requirements: 

TSD  Other  Violations: 

Corrective  Action  Requirements: 

Formal  Enforcement  Actions: 
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RCRA  NOTIFIER  FACILITY  REPORT 


Map  Status:  IM  SEARCH  AREA  -  SITE  MAPPED  (REFER  TO  MAP  #) 

Map  Nvunber:  16959R 


EPA  ID  Number:  CA0040482952 

Facility:  VALLEY  NAIL  SUPPLY  CO 
Address:  5400  POWER  INN  RD 

City:  SACRAMENTO  Zip  Code:  95826 

County:  SACRAMENTO 


Owner  Name: 
Ownership  Status: 


PATRICK  LAPSYS 
PRIVATE 


Facility  Contact: 

Telephone: 


ENVIRONMENTAL  MANAGER 
9163816300 


RCRA  Facility  Designations 

Generator  Type  -  LARGE  QUANTITY 
TSD  Notation  - 
Transporter  Type  - 


RCRA  Violation  Flags 

For  the  following  RCRA  Violation  categories  a  YES  notation  is 
referencing  the  fact  that  the  facility  has  had  (l)  or  more  reported 
violations  in  that  category. 

Generator  Requirements : 

Generator  Land-Ban  Requirements: 

Transporter  Requirements: 

TSD  Groundwater  Requirements: 

TSD  Closure/Post  Closure  Actions: 

TSD  Financial  Requirements: 

TSD  Land-Ban  Requirements: 

TSD  Other  Violations: 

Corrective  Action  Requirements: 

Formal  Enforcement  Actions: 
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RCRA  NOTIFIER  FACILITY  REPORT 


Map  Status:  IN  SEARCH  AREA  -  SITE  MAPPED  (REFER  TO  MAP  #) 

Map  Number:  17326R 


EPA  ID  Number:  CA0046816922 

Facility:  TRI -STATE  TANK  WEST 
Address:  8135  ELDER  CREEK  RD 

City:  SACRAMENTO  Zip  Code:  95824 

County:  SACRAMENTO 


Owner  Name: 
Ownership  Status: 


KIRBY  FLEMING 
PRIVATE 


Facility  Contact: 

Telephone: 


ENVIRONMENTAL  MANAGER 
9165833318 


RCRA  Facility  Designations 

Generator  Type  -  LARGE  QUANTITY 
TSD  Notation  - 
Transporter  Type  - 


RCRA  Violation  Flags 

For  the  following  RCRA  Violation  categories  a  YES  notation  is 
referencing  the  fact  that  the  facility  has  had  (1)  or  more  reported 
violations  in  that  category. 

Generator  Requirements: 

Generator  Land-Ban  Requir«».nients : 

Transporter  Requirements: 

TSD  Groundwater  Requirements: 

TSD  Closure/Post  Closure  Actions: 

TSD  Financial  Requirements: 

TSD  Land-Ban  Requirements: 

TSD  Other  Violations: 

Corrective  Action  Requirements: 

Formal  Enforcement  Actions: 
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RCRA  NOTIFIER  FACILITY  REPORT 


Map  Status:  IM  SEARCH  AREA  -  SITE  MAPPED  (REFER  TO  MAP  #) 

Map  Number:  17536R 

EPA  ID  Number:  CA0051181394 

Facility:  GENERAL  ELECTRIC  COMPANY 
Address:  8516  FRUITRIDGE  ROAD 

City:  SACRAMENTO  Zip  Code:  95826 

County:  SACRAMENTO 


Owner  Name: 
Ownership  Status: 


GENERAL  ELECTRIC  COMPANY 
PRIVATE 


Facility  Contact: 

Telephone : 


ENVIRONMENTAL  MANAGER 
9163834986 


RCRA  Facility  Designations 

Generator  Type  -  LARGE  QUANTITY 
TSD  Notation  - 

Transporter  Type  -  TRANSPORTER  -  UNKNOWN  STATUS 


RCRA  Violation  Flags 

For  the  following  RCRA  Violation  categories  a  YES  notation  is 
referencing  the  fact  that  the  facility  has  had  (1)  or  more  reported 
violations  in  that  category. 

Generator  Requirements: 

Generator  Land-Ban  Requirements: 

Transporter  Requirements: 

TSD  Groundwater  Requirements: 

TSD  Closure/Post  Closure  Actions: 

TSD  Financial  Requirements: 

TSD  Land-Ban  Requirements: 

TSD  Other  Violations: 

Corrective  Action  Requirements: 

Formal  Enforcement  Actions: 


Page 
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RCRA  NOTIFIER  FACILITY  REPORT 


Map  Status:  ZM  SEARCH  AREA  -  SITE  MAPPED  (REFER  TO  MAP 

Map  Number:  21596R 


#) 


EPA  ID  Number:  CA0981368178 

Facility:  CALIF  STATE  OC  MEASUREMENT  STND 
Address:  8500  FRUITRIDGE  RD 

City;  SACRAMENTO  Zip  Code:  95826 

County;  SACRAMENTO 


Owner  Name: 
Ownership  Status: 


EQUITEC  PROPERTIES 
PRIVATE 


Facility  Contact: 

Telephone: 


ENVIRONMENTAL  MANAGER 
9163665119 


RCRA  Facility  Designations 

Generator  Type  -  CONDITIONALLY  EXEMPT 
TSD  Notation  - 
Transporter  Type  - 


RCRA  Violation  Flags 

For  the  following  RCRA  Violation  categories  a  YES  notation  is 
referencing  the  fact  that  the  facility  has  had  (1)  or  more  reported 
violations  in  that  category. 

Generator  Requirements: 

Generator  Land-Ban  Requirements: 


Transporter  Requirements: 

TSD  Groundwater  Requirements: 
TSD  Closure/Post  Closure  Actions: 
TSD  Financial  Requirements: 
TSD  Land-Ban  Requirements: 
TSD  Other  Violations: 


Corrective  Action  Requirements: 
Formal  Enforcement  Actions: 
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RCRA  NOTIFIER  FACILITY  REPORT 


Map  Status:  IM  SEARCH  AREA  •  SITE  MAPPED  (REFER  TO  MAP  #) 

Map  Nximber:  22867R 

EPA  ID  Number:  CAD981389968 

Facility:  PG&E  SACRAMENTO  SERVICE  CENTER 
Address:  5555  FLORIN-PERKINS  RD 

City:  SACRAMENTO  Zip  Code:  95826 

County:  SACRAMENTO 


Owner  Name :  PG&E 
Ownership  Status :  PRIVATE 


Facility  Contact: 

Telephone: 


ENVIRONMENTAL  MANAGER 
9163865119 


RCRA  Facility  Designations 

Generator  Type  -  LARGE  QUANTITY 
TSD  Notation  - 
Transporter  Type  - 


RCRA  Violation  Flags 

For  the  following  RCRA  Violation  categories  a  YES  notation  is 
referencing  the  fact  that  the  facility  has  had  (1)  or  more  reported 
violations  in  that  category. 

Generator  Requirements: 

Generator  Land-Ban  Require  s: 

Transporter  Requirements: 

TSD  Groundwater  Requirements: 

TSD  Closure/Post  Closure  Actions: 

TSD  Financial  Requirements: 

TSD  Land-Ban  Requirements: 

TSD  Other  Violations: 

Corrective  Action  Requirements: 

Formal  Enforcement  Actions: 
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RCRA  NOTIFIER  FACILITY  REPORT 


Map  Status: 

Map  Number: 


IM  SEARCH  AREA  >  SITE  MAPPED  (REFER  TO  MAP 

24368R 


#) 


EPA  ID  Nvimber:  CAD981417710 

Facility;  WICKLAND  OIL/REGAL  STATION  #517 
Address:  7900  FRUITRIDGE  ROAD 

City:  SACRAMENTO  Zip  Code:  95820 

County:  SACRAMENTO 


Owner  Name: 
Ownership  Status: 


WICKLAND  OIL  COMPANY 
PRIVATE 


Facility  Contact: 

Telephone: 


ENVIRONMENTAL  MANAGER 
9169211100 


RCRA  Facility  Designations 


Generator  Type  -  CONDITIONALLY  EXEMPT 
TSD  Notation  - 
Transporter  Type  - 


RCRA  Violation  Flags 

For  the  following  RCRA  Violation  categories  a  YES  notation  is 
referencing  the  fact  that  the  facility  has  had  (1)  or  more  reported 
violations  in  that  category. 

Generator  Requirements: 

Generator  Land -Ban  Requirements: 

Transporter  Requirements: 

TSD  Groundwater  Requirements: 

TSD  Closure/Post  Closure  Actions: 

TSD  Financial  Requirements: 

TSD  Land-Ban  Requirements: 

TSD  Other  Violations: 

Corrective  Action  Requirements: 

Formal  Enforcement  Actions: 
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RCRA  MOTIFIER  FACXliXTZ  KSruKi 


lUp  Status:  IN  SEARCH  AREA  -  SITE  MAPPED  (REFER  TO  MAP  #) 

Map  Nunber:  25468R 

EPA  ID  Number:  CAD981439425 

Facility:  M  &  P  TRUCK  &  AUTO  REPAIR 
Address:  5743  POWER  INN  RD 

City:  SACRAMENTO  Zip  Code:  95824 

County :  SACRAMENTO 


Owner  Name: 
Ownership  Status: 


WANR  MICHAEL 
PRIVATE 


Facility  Contact: 

Telephone: 


ENVIRONMENTAL  MANAGER 
9163816686 


RCRA  Facility  Designations 

Generator  Type  -  LARGE  QUANTITY 
TSD  Notation  - 
Transporter  Type  - 


RCRA  Violation  Flags 

For  the  following  RCRA  Violation  categories  a  YES  notation  is 
referencing  the  fact  that  the  facility  has  had  (1)  or  more  reported 
violations  in  that  category. 

Generator  Requirements: 

Generator  Land-Ban  Requirements: 

Transporter  Requirements: 

TSD  Groundwater  Requirements: 

TSD  Closure/Post  Closure  Actions: 

TSD  Financial  Requirements: 

TSD  Land-Ban  Requirements: 

TSD  Other  Violations: 

Corrective  Action  Requirements: 

Formal  Enforcement  Actions: 
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Map  Status:  IN  SEARCH  AREA  -  SITE  MAPPED  (REFER  TO  MAP  #) 

Nap  Number:  25854R 


EPA  ID  Nvunber:  CA0981446255 

Facility:  M&P  TRUCK  &  AUTO 
Address:  5743  POWER  INN  RD 

City:  SACRAMENTO  Zip  Code:  95824 

County:  SACRAMENTO 


Owner  Name: 
Ownership  Status: 


MIKE  WARD 
PRIVATE 


Facility  Contact: 

Telephone : 


ENVIRONMENTAL  MANAGER 
9163816686 


RCRA  Facility  Designations 

Generator  Type  -  LARGE  QUANTITY 
TSD  Notation  - 
Transporter  Type  - 


RCRA  Violation  Flags 

For  the  following  RCRA  Violation  categories  a  YES  notation  is 
referencing  the  fact  that  the  facility  has  had  (1)  or  more  reported 
violations  in  that  category. 

Generator  Requirements: 

Generator  Land-Ban  Requirements: 

Transporter  Requirements : 

TSD  Groundwater  Requirements: 

TSD  Closure/Post  Closure  Actions: 

TSD  Financial  Requirements: 

TSD  Land-Ban  Requirements: 

TSD  Other  Violations: 

Corrective  Action  Requirements: 

Formal  Enforcement  Actions: 
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lup  Status:  m  SEARCH  AREA  -  SITE  MAPPED  (REFER  TO  MAP  #) 

Map  Number:  32149R 


EPA  ID  Number:  CAD981693534 

Facility:  BROWNING  FERRIS  IND  OF  CAL  INC 
Address:  8548  ELDER  CREEK  RD 

City:  SACRAMENTO  Zip  Code:  95828 

County:  SACRAMENTO 


Owner  Name: 
Ownership  Status: 


BROWNING  FERRIS  IND 
PRIVATE 


Facility  Contact: 

Telephone: 


ENVIRONMENTAL  MANAGER 
9163811500 


RCRA  Facility  Designations 

Generator  Type  -  CONDITIONALLY  EXEMPT 
TSD  Notation  - 
Transporter  Type  - 


RCRA  Violation  Flags 

For  the  following  RCRA  Violation  categories  a  YES  notation  is 
referencing  the  fact  that  the  facility  has  had  (1)  or  more  reported 
violations  in  that  category. 

Generator  Requirements: 

Generator  Land-Ban  Requirements: 

Transporter  Requirements : 

TSD  Groundwater  Requirements: 

TSD  Closure/Post  Closure  Actions: 

TSD  Financial  Requirements: 

TSD  Land-Ban  Requirements: 

TSD  Other  Violations: 

Corrective  Action  Requirements: 

Formal  Enforcement  Actions: 
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Map  Status:  IH  SEMtCB  AREA  •  8ZTB  MAPPED  (REFER  TO  MAP  #) 

Nap  Number:  3S069R 


EPA  ID  Number:  CAD982010399 

Facility:  SHANAHANS  AUTO  BODY 
Address:  5715  A  POWERINN  RD 

City:  SACRAMENTO  Zip  Code:  95826 

County:  SACRAMENTO 


Owner  Name: 
Ownership  Status: 


JACKSON  PROPERTIES 
PRIVATE 


Facility  Contact: 

Telephone : 


DENNIS  SHANAHAN 
9163817964 


RCRA  Facility  Designations 

Generator  Type  -  SMALL  QUANTITY 
TSD  Notation  - 
Transporter  Type  - 


RCRA  Violation  Flags 

For  the  following  RCRA  Violation  categories  a  YES  notation  is 
referencing  the  fact  that  the  facility  has  had  (1)  or  more  reported 
violations  in  that  category. 

Generator  Requirements: 

Generator  Land-Ban  Requirements: 

Transporter  Requirements: 

TSD  Groundwater  Requirements: 

TSD  Closure/Post  Closure  Actions: 

TSD  Financial  Requirements: 

TSD  Land-Ban  Requirements: 

TSD  Other  Violations: 

Corrective  Action  Requirements: 

Formal  Enforcement  Actions: 
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Map  Status 
Map  Number 


ZM  SBMRCH  AREA  -  SITE  KAPPEO  (RETER  TO  MAP  #) 

35799R 


EPA  ID  Number:  CAD982023665 

Facility:  AIR  PRODUCTS  AND  CHEMICALS  INC 
Address:  5025  83RD  ST 

City:  SACRAMENTO  Zip  Code:  95826 

County:  SACRAMENTO 


Owner  Name: 
Ownership  Status: 


AIR  PRODUCTS  &  CHEMICALS 
PRIVATE 


Facility  Contact: 

Telephone : 


ENVIRONMENTAL  MANAGER 
2154815154 


RCRA  Facility  Designations 

Generator  Type  -  SMALL  QUANTITY 
TSD  Notation  - 
Transporter  Type  - 


RCRA  Violation  Flags 

For  the  following  RCRA  Violation  categories  a  YES  notation  is 
referencing  the  fact  that  the  facility  has  had  (1)  or  more  reported 
violations  in  that  category. 

Generator  Requirements : 

Generator  Land-Ban  Requirements: 

Transporter  Requirements: 

TSD  Groundwater  Requirements: 

TSD  Closure/Post  Closure  Actions: 

TSD  Financial  Requirements: 

TSD  Land-Ban  Requirements: 

TSD  Other  Violations: 

Corrective  Action  Requirements: 

Formal  Enforcement  Actions: 
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lUp  Status:  III  SEARCH  AREA  -  SITE  MAPPED  <REFBR  TO  MAP  #) 

Map  Number:  377 HR 


EPA  ID  Number:  CAD982058547 

Facility:  UNOCAL  SVC  STA  #6239 
Address:  8098  FRUITRIOGE  RD 

City:  SACRAMENTO  Zip  Code:  95826 

County:  SACRAMENTO 


Owner  Name: 
Ownership  Status: 


UNION  OIL  CO  OF  CALIF 
PRIVATE 


Facility  Contact: 

Telephone: 


ENVIRONMENTAL  MANAGER 
4159457676 


RCRA  Facility  Designations 

Generator  Type  -  CONDITIONALLY  EXEMPT 
TSD  Notation  - 
Transporter  Type  - 


RCRA  Violation  Flags 

For  the  following  RCRA  Violation  categories  a  YES  notation  is 
referencing  the  fact  that  the  facility  has  had  (1)  or  more  reported 
violations  in  that  category. 

Generator  Requirements : 

Generator  Land-Ban  Requirements: 

Transporter  Requirements : 

TSD  Groundwater  Requirements: 

TSD  Closure/Post  Closure  Actions: 

TSD  Financial  Requirements: 

TSD  Land-Ban  Requirements: 

TSD  Other  Violations: 

Corrective  Action  Requirements: 

Formal  Enforcement  Actions: 
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RCRA  NOTiriER  FACILITY  REPORT 


Map  Status t  IN  SEARCH  AREA  -  SITE  MAPPED  (REFER  TO  MAP  #) 

Map  Number:  40113R 

EPA  ID  Number:  CAD982349979 

Facility:  EMMICK  ENT 
Address:  5877  POWER  INN  RO 

City:  SACRAMENTO  Zip  Code:  95824 

County :  SACRAMENTO 


Owner  Name: 
Ownership  Status: 


LINDA  EMMICK 
PRIVATE 


Facility  Contact: 

Telephone: 


ENVIRONMENTAL  MANAGER 
9363838823 


RCRA  Facility  Designations 

Generator  Type  -  SMALL  QUANTITY 
TSD  Notation  - 
Transporter  Type  - 


RCRA  Violation  Flags 

For  the  following  RCRA  Violation  categories  a  YES  notation  is 
referencing  the  fact  that  the  facility  has  had  (1)  or  more  reported 
violations  in  that  category. 

Generator  Requirements: 

Generator  Land-Ban  Requirements: 

Transporter  Requirements: 

TSD  Groundwater  Requirements: 

TSD  Closure/Post  Closure  Actions: 

TSD  Financial  Requirements: 

TSD  Land-Ban  Requirements: 

TSD  Other  Violations: 

Corrective  Action  Requirements: 

Formal  Enforcement  Actions: 
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RCRA  NOTIFIER  FACILITY  REPORT 


Hap  Status:  IN  SEARCH  AREA  -  SITE  MAPPED  (REFER  TO  MAP  #) 

Map  Number:  40151R 

EPA  ID  Number:  CAD982350431 

Facility:  ARTIES  AUTOMOTIVE 
Address:  4900  #130  WAREHOUSE  WAY 

City:  SACRAMENTO  Zip  Code:  95826 

County:  SACRAMENTO 


Owner  Name: 
Ownership  Status: 


ARTIE  SHANROCK 
PRIVATE 


Facility  Contact: 

Telephone: 


ENVIRONMENTAL  MANAGER 
9163815233 


RCRA  Facility  Designations 

Generator  Type  -  CONDITIONALLY  EXEMPT 
TSD  Notation  - 
Transporter  Type  - 


RCRA  Violation  Flags 

For  the  following  RCRA  Violation  categories  a  YES  notation  is 
referencing  the  fact  that  the  facility  has  had  (l)  or  more  reported 
violations  in  that  category. 

Generator  Requirements: 

Generator  Land-Ban  Requirements: 

Transporter  Requirements: 

TSD  Groundwater  Requirements: 

TSD  Closure/ Post  Closure  Actions: 

TSD  Financial  Requirements; 

TSD  Land-Ban  Requirements: 

TSD  Other  Violations; 

Corrective  Action  Requirements; 

Formal  Enforcement  Actions: 
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RCRA  NOTIFIER  FACILITY  REPORT 


Itep  Status:  IN  SEARCH  AREA  -  SITE  MAPPED  (REFER  TO  MAP  #) 

Hap  Number:  40939R 

EPA  ID  Number:  CAD982372310 

Facility:  ELDER  CREEK  ELEM  SCHOOL 
Address:  79344  LEMON  HILL  AVE 

City:  SACRAMENTO  Zip  Code:  95824 

County:  SACRAMENTO 


Owner  Name: 
Ownership  Status: 


SAC  CITY  UNIF  SCFHOOL  DISTRICT 
DISTRICT 


Facility  Contact; 

Telephone: 


ENVIRONMENTAL  MANAGER 
9164410930 


RCRA  Facility  Designations 

Generator  Type  -  CONDITIONALLY  EXEMPT 
TSD  Notation  - 
Transporter  Type  - 


RCRA  Violation  Flags 

For  the  following  RCRA  Violation  categories  a  YES  notation  is 
referencing  the  fact  that  the  facility  has  had  (1)  or  more  reported 
violations  in  that  category. 

Generator  Requirements: 

Generator  Land-Ban  Requirements: 

Transporter  Requirements : 

TSD  Groundwater  Requirements: 

TSD  Closure/Post  Closure  Actions: 

TSD  Financial  Requirements: 

TSD  Land-Ban  Requirements: 

TSD  Other  Violations: 

Corrective  Action  Requirements: 

Formal  Enforcement  Actions: 
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RCRA  NOTIFIER  FACILITY  REPORT 


Map  Status:  IN  SEARCH  AREA  -  SITE  MAPPED  (REFER  TO  MAP  #) 

Map  Number:  40966R 

EPA  ID  Number:  CAD982372799 

Facility:  ELDER  CREEK  CHILD  CTR 
Address:  7800  LEMON  HILL  AVE 

City:  SACRAMENTO  Zip  Code:  95824 

County:  SACRAMENTO 


Owner  Name: 
Ownership  Status: 


SAC  CITY  UNIF  S  DIST 
DISTRICT 


Facility  Contact: 

Telephone : 


ENVIRONMENTAL  MANAGER 
9164410930 


RCRA  Facility  Designations 

Generator  Type  -  CONDITIONALLY  EXEMPT 
TSD  Notation  - 
Transporter  Type  - 


RCRA  Violation  Flags 

For  the  following  RCRA  Violation  categories  a  YES  notation  is 
referencing  the  fact  that  the  facility  has  had  (1)  or  more  reported 
violations  in  that  category. 

Generator  Requirements: 

Generator  Land-Ban  Requirements: 

Transporter  Requirements: 

TSD  Groundwater  Requirements: 

TSD  Closure/ Post  Closure  Actions: 

TSD  Financial  Requirements: 

TSD  Land-Ban  Requirements: 

TSD  Other  Violations: 

Corrective  Action  Requirements: 

Formal  Enforcement  Actions: 
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RCRA  NOTIFIER  FACILITY  REPORT 


Map  Status:  IH  SEARCH  AREA  -  SITE  MAPPED  (REFER  TO  MAP  #) 

Map  Number:  42136R 

EPA  ID  N\mber:  CAD982462715 

Facility:  RADIATOR  SPECIALTIES  #6 
Address:  6161  POWER  INN  RO 

City:  SACRAMENTO  Zip  Code:  95824 

County:  SACRAMENTO 


Owner  Name: 
Ownership  Status: 


JOHN  BOYD 
PRIVATE 


Facility  Contact: 

Telephone: 


ENVIRONMENTAL  MANAGER 
9164516002 


RCRA  Facility  Designations 

Generator  Type  -  SMALL  QUANTITY 
TSD  Notation  - 
Transporter  Type  - 


RCRA  Violation  Flags 

For  the  following  RCRA  Violation  categories  a  YES  notation  is 
referencing  the  fact  that  the  facility  has  had  (1)  or  more  reported 
violations  in  that  category. 

Generator  Requirements: 

Generator  Land-Ban  Requirements: 

Transporter  Requirements: 

TSD  Groundwater  Requirements: 

TSD  Closure/Post  Closure  Actions: 

TSD  Financial  Requirements: 

TSD  Land-Ban  Requirements: 

TSD  Other  Violations: 

Corrective  Action  Requirements: 

Formal  Enforcement  Actions: 
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RCRA  NOTIFIER  FACILITY  REPORT 


Map  Status:  ZM  SEARCH  AREA  -  SITE  MAPPED  (REFER  TO  MAP  #) 

Map  Number:  46166R 


EPA  ID  Number:  CAT080025828 

Facility:  PACIFIC  BELL 
Address:  8180  INDUSTRIAL  PARKWAY 

City:  SACRAMENTO  Zip  Code:  95824 

County:  SACRAMENTO 


Owner  Name: 
Ownership  Status: 


YOLO  CAR  &  TRAILER  EXCHANGE  INC 
PRIVATE 


Facility  Contact: 

Telephone: 


ENVIRONMENTAL  MANAGER 
9164850997 


RCRA  Facility  Designations 

Generator  Type  -  LARGE  QUANTITY 
TSD  Notation  - 

Transporter  Type  -  TRANSPORTER  -  UNKNOWN  STATUS 


RCRA  violation  Flags 

For  the  following  RCRA  Violation  categories  a  YES  notation  is 
referencing  the  fact  that  the  facility  has  had  (1)  or  more  reported 
violations  in  that  category. 

Generator  Requirements: 

Generator  Land-Ban  Requirements: 

Transporter  Requirements : 

TSD  Groundwater  Requirements: 

TSD  Closure/ Post  Closure  Actions: 

TSD  Financial  Requirements: 

TSD  Land-Ban  Requirements: 

TSD  Other  Violations: 

Corrective  Action  Requirements: 

Formal  Enforcement  Actions: 


I 
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RCRA  NOTIFIER  FACILITY  REPORT 


Map  Status:  IM  SEARCH  AREA  -  SITE  MAPPED  (REFER  TO  MAP  #) 

Map  Nuiober:  46169R 

EPA  ID  Niunber:  CAT080025851 

Facility;  PACIFIC  BELL 
Address:  8181  INDUSTRIAL  PARKWAY 

City;  SACRAMENTO  Zip  Code;  95821 

County;  SACRAMENTO 


Owner  Name: 
Ownership  Status: 


ED  &  HE  DONALDSON 
PRIVATE 


Facility  Contact: 

Telephone: 


ENVIRONMENTAL  MANAGER 
9164850997 


RCRA  Facility  Designations 

Generator  Type  -  LARGE  QUANTITY 
TSD  Notation  - 

Transporter  Type  -  TRANSPORTER  -  UNKNOWN  STATUS 


RCRA  Violation  Flags 

For  the  following  RCRA  Violation  categories  a  YES  notation  is 
referencing  the  fact  that  the  facility  has  had  (1)  or  more  reported 
violations  in  that  category. 

Generator  Requirements: 

Generator  Land-Ban  Requirements: 

Transporter  Requirements: 

TSD  Groundwater  Requirements: 

TSD  Closure/Post  Closure  Actions: 

TSD  Financial  Requirements: 

TSD  Land-Ban  Requirements: 

TSD  Other  Violations: 

Corrective  Action  Requirements: 

Formal  Enforcement  Actions: 
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KUKA  nU’rxrj.CM  TAUXIjXXX 


Map  Status:  IM  SEARCH  AREA  >  SITE  MAPPED  (REFER  TO  MAP  #) 

Map  Number:  46457R 


EPA  ID  Number:  CATOS 002 92 8 3 

Facility:  PACIFIC  BELL 
Address:  8295  FRUITRIOGE 

City:  SACRAMENTO  Zip  Code:  95826 

County:  SACRAMENTO 


Owner  Name: 
Ownership  Status: 


THE  PACIFIC  TELEPHONE  AND  TELEGRAPH  CO 
PRIVATE 


Facility  Contact: 

Telephone: 


ENVIRONMENTAL  MANAGER 
9164850997 


RCRA  Facility  Designations 

Generator  Type  -  LARGE  QUANTITY 
TSD  Notation  - 

Transporter  Type  -  TRANSPORTER  -  UNKNOWN  STATUS 


RCRA  Violation  Flags 

For  the  following  RCRA  Violation  categories  a  YES  notation  is 
referencing  the  fact  that  the  facility  has  had  (1)  or  more  reported 
violations  in  that  category. 

Generator  Requirements: 

Generator  Land-Ban  Requirements: 

Transporter  Requirements: 

TSD  Groundwater  Requirements: 

TSD  Closure/Post  Closure  Actions: 

TSD  Financial  Requirements: 

TSD  Land-Ban  Requirements: 

TSD  Other  Violations: 

Corrective  Action  Requirements: 

Formal  Enforcement  Actions: 
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Map  Status:  IN  SEARCH  AREA  -  SITE  MAPPED  (REFER  TO  MAP  #} 

Map  Number:  48197R 

EPA  ID  Number:  CAD983592080 

Facility:  BUZZ  OATES  ENTERPRIZES 
Address:  8615  ELDER  CREEK  RO 

City:  SACRAMENTO  Zip  Code:  95828 

County:  SACRAMENTO 


Owner  Name: 
Ownership  Status: 


TROY  ZEITLER 
PRIVATE 


Facility  Contact: 

Telephone : 


ZEITLER  TROY 
9163813600 


RCRA  Facility  Designations 

Generator  Type  -  SMALL  QUANTITY 
TSD  Notation  - 
Transporter  Type  - 


RCRA  Violation  Flags 

For  the  following  RCRA  Violation  categories  a  YES  notation  is 
referencing  the  fact  that  the  facility  has  had  (l)  or  more  reported 
violations  in  that  category. 

Generator  Requirements: 

Generator  Land-Ban  Requirements: 

Transporter  Requirements: 

TSD  Groundwater  Requirements: 

TSD  Closure/Post  Closure  Actions: 

TSD  Financial  Requirements: 

TSD  Land-Ban  Requirements: 

TSD  Other  Violations: 

Corrective  Action  Requirements: 

Formal  Enforcement  Actions: 
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Map  Status:  IM  SEARCH  AREA  -  SITE  MAPPED  (REFER  TO  MAP  #) 

Map  Number:  482 3 3R 


EPA  ID  Number:  CAD983592734 

Facility:  MONTGOMERY  MARBLE  CO 
Address:  6097  POWER  INN  RO 

City:  SACRAMENTO  Zip  Code:  95824 

County:  SACRAMENTO 


Owner  Name;  JIM  MONTGOMERY 
Ownership  Status :  PRIVATE 

Facility  Contact;  JIM  MONTGOMERY 
Telephone:  9163831563 


RCRA  Facility  Designations 

Generator  Type  -  SMALL  QUANTITY 
TSD  Notation  - 
Transporter  Type  - 


RCRA  Violation  Flags 

For  the  following  RCRA  Violation  categories  a  YES  notation  is 
referencing  the  fact  that  the  facility  has  had  (1)  or  more  reported 
violations  in  that  category. 

Generator  Requirements: 

Generator  Land-Ban  Requirements: 

Transporter  Requirements: 

TSD  Groundwater  Requirements: 

TSD  Closure/Post  Closure  Actions: 

TSD  Financial  Requirements: 

TSD  Land-Ban  Requirements: 

TSD  Other  Violations: 

Corrective  Action  Requirements: 

Formal  Enforcement  Actions: 
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Map  Status:  IN  SEARCH  AREA  -  SITE  MAPPED  (REFER  TO  MAP  #) 

Map  Number:  49777R 


EPA  ID  Number:  CAD983609280 

Facility:  SIERRA  SPRING  WATER 
Address:  8631  YOUNGER  CREEK  DR 

City:  SACRAMENTO  Zip  Code:  958281024 

County:  SACRAMENTO 


Owner  Name: 
Ownership  Status: 


ANJOU  INTERNATIONAL 
PRIVATE 


Facility  Contact: 

Telephone: 


ANNE  CURTIS 
9163837873 


RCRA  Facility  Designations 

Generator  Type  -  SMALL  QUANTITY 
TSD  Notation  - 
Transporter  Type  - 


RCRA  Violation  Flags 

For  the  following  RCRA  Violation  categories  a  YES  notation  is 
referencing  the  fact  that  the  facility  has  had  (1)  or  more  reported 
violations  in  that  category. 

Generator  Requirements: 

Generator  Land-Ban  Requirements: 

Transporter  Requirements : 

TSD  Groundwater  Rec[uirements: 

TSD  Closure/Post  Closure  Actions: 

TSD  Financial  Requirements: 

TSD  Land-Ban  Requirements: 

TSD  Other  Violations: 

Corrective  Action  Requirements: 

Formal  Enforcement  Actions: 
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Map  Status:  IM  SEARCH  AREA  •  SITE  MAPPED  (REFER  TO  MAP  #) 

Map  Number:  50227R 


EPA  ID  Number:  CA0983616350 

Facility:  MARTECH  USA  INC 
Address:  8540  YOUNGER  CREEK  DR  2 

City:  SACRAMENTO  Zip  Code:  95828 

County:  SACRAMENTO 


Owner  Name: 
Ownership  Status: 


MARTECH  USA  INC 
PRIVATE 


Facility  Contact: 

Telephone: 


TERRY  GOODELL 
9163878008 


RCRA  Facility  Designations 

Generator  Type  - 
TSD  Notation  - 

Transporter  Type  -  TRANSPORTER  -  UNKNOWN  STATUS 


RCRA  Violation  Flags 

For  the  following  RCRA  Violation  categories  a  YES  notation  is 
referencing  the  fact  that  the  facility  has  had  (1)  or  more  reported 
violations  in  that  category. 

Generator  Requirements: 

Generator  Land-Ban  Requirements: 

Transporter  Requ i r ement s : 

TSD  Groundwater  Requirements: 

TSD  Closure/Post  Closure  Actions: 

TSD  Financial  Requirements: 

TSD  Land-Ban  Requirements: 

TSD  Other  Violations: 

Corrective  Action  Requirements: 

Formal  Enforcement  Actions: 
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Map  Status:  ZM  SEARCH  AREA  -  SITE  MAPPED  (REFER  TO  MAP  #) 

Map  Number:  50466R 


EPA  ID  Number:  CAD983618869 

Facility:  E  M  C  O  ENTERPRISES  INC 
Address:  6750  FLORIN  PERKINS  RD 

City:  SACRAMENTO  Zip  Code:  95828 

County :  SACRAMENTO 


Owner  Name: 
Ownership  Status: 


EMCO  ENTERPRISES  INC 
PRIVATE 


Facility  Contact: 

Telephone: 


SCOT  STETTLER 
9163862100 


RCRA  Facility  Designations 

Generator  Type  -  SMALL  QUANTITY 
TSD  Notation  - 
Transporter  Type  - 


RCRA  Violation  Flags 

For  the  following  RCRA  Violation  categories  a  YES  notation  is 
referencing  the  fact  that  the  facility  has  had  (1)  or  more  reported 
violations  in  that  category. 

Generator  Requirements: 

Generator  Land-Ban  Requirements: 

Transporter  Requirements: 

TSD  Groundwater  Requirements: 

TSD  Closure/Post  Closure  Actions: 

TSD  Financial  Requirements: 

TSD  Land-Ban  Requirements: 

TSD  Other  Violations: 

Corrective  Action  Requirements: 

Formal  Enforcement  Actions: 
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Map  Status:  IN  8EXRCS  AREA  -  SITE  MAPPED  (REFER  TO  MAP  #) 

Map  Number:  50555R 


EPA  ID  Number:  CAD983619800 

Facility:  QUADRA  COLOR 
Address:  7917  FRUITRIDGE  RD  STE  F 

City:  SACRAMENTO  Zip  Code:  95820 

County :  SACRAMENTO 


Owner  Name: 
Ownership  Status: 


VINCE  DELISI  AND  CHUCK  POND 
PRIVATE 


Facility  Contact: 

Telephone: 


BILL  MAJOR 
9163861204 


RCRA  Facility  Designations 

Generator  Type  -  SMALL  QUANTITY 
TSD  Notation  - 
Transporter  Type  - 


RCRA  Violation  Flags 

For  the  following  RCRA  Violation  categories  a  YES  notation  is 
referencing  the  fact  that  the  facility  has  had  (1)  or  more  reported 
violations  in  that  category. 

Generator  Requirements: 

Generator  Land-Ban  Requirements: 

Transporter  Requirements: 

TSD  Groundwater  Requirements: 

TSD  Closure/Post  Closure  Actions: 

TSD  Financial  Requirements: 

TSD  Land-Ban  Requirements: 

TSD  Other  Violations: 

Corrective  Action  Requirements: 

Formal  Enforcement  Actions: 
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RCRA  NOTIFIER  FACILITY  REPORT 


Map  Status:  ZH  SEARCH  AREA  >  SITE  MAPPED  (REFER  TO  MAP  #) 

Map  Number:  51330R 


EPA  ID  Niunber:  CA0983635723 

Facility:  SHANAHANS  AUTO  BODY  AND  TOWING 
Address:  8141  37TH  AVE 

City:  SACRAMENTO  Zip  Code:  95824 

County:  SACRAMENTO 


Owner  Name: 
Ownership  Status: 


DENNIS  AND  DEBBIE  SHANAHAN 
PRIVATE 


Facility  Contact: 

Telephone : 


DENNIS  SHANAHAN 
9163817964 


RCRA  Facility  Designations 

Generator  Type  -  SMALL  QUANTITY 
TSD  Notation  ~ 

Transporter  Type  - 


RCRA  Violation  Flags 

For  the  following  RCRA  Violation  categories  a  YES  notation  is 
referencing  the  fact  that  the  facility  has  had  (1)  or  more  reported 
violations  in  that  category. 

Generator  Requirements: 

Generator  Land-Ban  Requirements: 

Transporter  Requirements: 

TSD  Groundwater  Requirements: 

TSD  Closure/Post  Closure  Actions: 

TSD  Financial  Requirements: 

TSD  Land-Ban  Recjuirements: 

TSD  Other  Violations: 

Corrective  Action  Requirements: 

Formal  Enforcement  Actions: 
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FINDS  FACILITY  REPGBT 


lUp  Status:  IN  SEARCH  AREA  -  SITE  MAPPED  (REFER  TO  MAP  #) 

Map  Nxunber:  -18455F  EPA  ID  Number:  CAD983592734 

Facility:  MONTGOMERY  MARBLE  COMPANY 
Address:  6097  POWER  INN  RD 

City:  SACRAMENTO  State:  CA  Zip  Code:  95824 

Date  Of  Last  EPA  Update:  910916 

Standard  Industrial  Classification  For  Facility:  3281 
EPA  PROGRAM  OFFICE  LISTING  FOR  FACILITY  ID  NUMBER 

TOXIC  SUBSTANCES  95824MNTGM6097P 

Map  Status:  IN  SEARCH  AREA  -  SITE  MAPPED  (REFER  TO  MAP  #) 

Map  Number:  -19979F  EPA  ID  Niimber:  CAD983576711 

Facility:  PINE  MOUNTAIN  CORPORATION 
Address:  6001  POWER  INN  RD. 

City:  SACRAMENTO  State:  CA  Zip  Code:  958242320 

Date  Of  Last  EPA  Update:  910916 

EPA  PROGRAM  OFFICE  LISTING  FOR  FACILITY  ID  NUMBER 

TOXIC  SUBSTANCES  95824PNMNT6001P 

CERCLIS  CAD983576711 
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FINDS  FACILITY  REPORT 


Map  Status:  IN  SEARCH  AREA  -  SITE  MAPPED  (REFER  TO  MAP  #) 

Map  Number:  -20375F  EPA  ID  Number:  CAD983572686 


Facility:  PROCTER  &  GAMBLE  CO. 
Address:  FRUITRIGE  &  POWERINN 
city:  SACRAMENTO 

Date  Of  Last  EPA  Update:  910916 


State:  CA  Zip  Code:  95813 


EPA  PROGRAM  OFFICE  LISTING  FOR  FACILITY 
AIR  &  RADIATION 


ID  NUMBER 
0606760517 


Map  Status:  IM  SEARCH  AREA  -  SITE  MAPPED  (REFER  TO  MAP  #) 

Map  N\Junber:  31362F  EPA  ID  Ntunber:  CAD981996408 


Facility:  PACOAST  CHEMICAL  CO 
Address:  8120  37TH  AVE 
City:  SACRAMENTO 

Date  Of  Last  EPA  Update:  910916 


State:  CA  Zip  Code:  95824 


EPA  PROGRAM  OFFICE  LISTING  FOR  FACILITY 
PESTICIDES  &  TOXIC  SUBSTANCES 


ID  NUMBER 
011121 
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FINDS  FACILITY  REPORT 


Map  Status:  IN  SEARCH  AREA  -  SITE  MAPPED  (REFER  TO  MAP  #) 

Nap  Number:  3318F  EPA  ID  Niimber:  CAD009189457 

Facility:  PROCTOR  AND  GAMBLE  MANUFACTURING  COMPANY 
Address:  8201  FRUITRIDGE  AND  POWER  INN  RDS 

City:  SACRAMENTO  State:  CA  Zip  Code:  95826 

Date  Of  Last  EPA  Update:  910227 

Standard  Industrial  Classification  For  Facility:  2841  2869 

2079 

EPA  PROGRAM  OFFICE  LISTING  FOR  FACILITY  ID  NUMBER 


SOLID  WASTE 

WATER  ENFORCEMENT  &  PERMITS 

PESTICIDES  &  TOXIC  SUBSTANCES 

TOXIC  SUBSTANCES 

TOXIC  SUBSTANCES 

AIR  &  RADIATION 

AIR  &  RADIATION 


CAD009189457 

CA0004316 

03573CA01 

0012625 

95826PRCTR8201F 

060670027 

0606700517 


Map  Status: 


IN  SEARCH  AREA  - 


SITE  MAPPED  (REFER  TO  MAP  #) 


Map  Number:  41F  EPA  ID  Number:  CA0210020780 

Facility:  USARMY  SACRAMENTO  ARMY  DEPOT 
Address:  8350  FRUITRIDGE  RD  ARMY  DEPOT  SITE 

City:  SACRAMENTO  State:  CA  Zip  Code:  95813 

Date  Of  Last  EPA  Update:  910917 

Standard  Industrial  Classification  For  Facility:  3662  4225 

9199 

EPA  PROGRAM  OFFICE  LISTING  FOR  FACILITY  ID  NUMBER 


CERCLIS 

WATER  ENFORCEMENT  &  PERMITS 
SOLID  WASTE 
AIR  &  RADIATION 


CA0210020780 

CA0110728 

CA0210020780 

0606700002 


FINDS  FACILITY  REPORT 


Map  Status:  IM  SEARCH  AREA  -  SITE  MAPPED  (REFER  TO  MAP  #) 

Map  Number:  4F3  EPA  ID  Number:  CA02 13820780 

Facility:  USARMY  SACRAMENTO  ARMY  DEPOT 
Address:  8350  FRUITRIDGE  RD 

City:  SACRAMENTO  State:  CA  Zip  Code:  95813 

Date  Of  Last  EPA  Update:  920608 

Standard  Industrial  Classification  For  Facility:  3662  4225 

9199 


EPA  PROGRAM  OFFICE  LISTING  FOR  FACILITY  ID  NUMBER 


SOLID  WASTE 
SOLID  WASTE 

WATER  ENFORCEMENT  &  PERMITS 

AIR  &  RADIATION 

CERCLIS 

PESTICIDES  &  TOXIC  SUBSTANCES 
TOXIC  SUBSTANCES 


CA0210020780 

CA1210490412 

CA0110728 

0606700002 

CA0210020780 

890227CA001  1 

CA0213820780 


Map  Status:  IN  SEARCH  AREA 


SITE  MAPPED  (REFER  TO  MAP 


#) 


Map  Number:  5576F 


EPA  ID  Number:  CAD041660325 


Facility:  METALLOY  STEEL  FOUNDRY 
Address:  8588  THYS  CT 

City:  SACRAMENTO  State:  CA  Zip  Code:  95813 

Date  Of  Last  EPA  Update:  910227 


EPA  PROGRAM  OFFICE  LISTING  FOR  FACILITY  ID  NUMBER 

AIR  &  RADIATION  0606700018 
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FINDS  FACILITY  KBPOSa 


Map  Status:  in  SEARCH  AREA  -  SITE  MAPPED  (REFER  TO  MAP  #) 

Map  Number:  7209F3  EPA  ID  Nvimber:  CAD983602947 

Facility:  CENTRAL  VALLEY  CHEMICAL  CORPORATION 
Address:  8561  THYS  CT 

City:  SACRAMENTO  State:  CA  Zip  Code:  95828 

Date  Of  Last  EPA  Update:  920409 


EPA  PROGRAM  OFFICE  LISTING  FOR  FACILITY  ID  NUMBER 


PESTICIDES  &  TOXIC  SUBSTANCES  I09#19900413NF00052 

PESTICIDES  &  TOXIC  SUBSTANCES  D09#09-0741-C-90-50 


Map  Status:  IN  SEARCH  AREA  -  SITE  MAPPED  (REFER  TO  MAP  #) 

Map  Number:  8902F  EPA  ID  Number:  CAD076125855 


Facility:  CALIFORNIA  ANALYTICAL  LABORATO 
Address:  5895  POWER  INN  RD 

City:  SACRAMENTO  State: 


CA 


Date  Of  Last  EPA  Update:  850208 


Zip  Code:  95824 


EPA  PROGRAM  OFFICE  LISTING  FOR  FACILITY  ID  NUMBER 

STATE  PROGRAM  CA0076125855 
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RESPONSIBLE  PARTY-LEAD  SITE  CLEANUP  WORKPLAN 


PALM  IRON  AND  BRIDGE  WORKS 


Sli*  laltonMtiM 


Pr^ttct  Coaif4ttiM  EmImIw 


LootiM  ud  of  SMt 
8845  Elder  Creek  Road 
SecreineiMo.  CA  9S828 
Sacranenio 


The  cstimatet  ihown  bekwr  reflect  completion  of  major 
die  deamip  phaies  heeed  on  current  mformation 
reprding  this  dte  and  tetpomibie  party  cleanup  plans 
and  completed  aaiom. 


The  Prim  Iron  £KiHty  fabricates  steel  beams  for  building 
coostructioa  and  other  industrial  purposes. 
Appraaimately  25  percent  of  the  fabricated  steel  is 
p^ed.  Primer  it  used  for  90  to  95  percent -of  the 
panting  operatkjot. 

Descriptiaa  of  Hasardoaa  Wastes 
Soil  and  paiai  samples  were  analysed  for  heavy  mciais. 
The  primary  contaminants  include  barium,  lead  and  zinc. 
Additional  heavy  metals  detected  in  measurable 
concentrations  are  arsenic,  cadmium,  cobalt,  copper, 
chromium,  oickel  and  selenium. 


Threat  te  Puhiic  Health  and  Earlroaeseat 
Heavy  metal  contaminaiion  of  the  toil  has  been  detected 
in  the  paint  area.  The  paint  area  is  flat  and  unpaved. 
Water  runoff  is  colleoed  outside  the  site  borders  in 
drainage  ditches,  enlarging  the  conuminated  area. 


CsUimM 

Task  Creae  CwiutiaMi 

SMt  CkerafWftMltia 


ResMdial  Aeiioe  Order 

July  1991 

Rnnedial  hwawipHoa/ 

Dec.  1992 

FeatiWiiiy  Study 

Siimdlnl  Acttoa  Plan 

Mar.  1993 

hMMdIal  AcIlM 

Design 

June  1993 

Imptemenuiioo 

Dec.  1993 

CenlTicaiioa 

Feb.  1994 

Cast  hacavaty  as  Stir 
Oatrailow  and  Malniiaawri 

Com  Rcomuty  Feb.  I99S 

Opctaiion  and  Mamtenance  N/A 


SiteSlotaa 

States  of  Site  Activity 
A  feasibility  study  is  in  progress. 

Projacted  Revanua  Sources 

DHS  will  be  issuing  a  remedial  action  order  or  entering 
into  an  enforceable  agreement  with  the  responsible 
parties,  DHS  has  budgeted  S50,000  for 
ovcfs^htAnonitoring  of  daanup  efforts.  DHS  wn 
recover  100  percetM  of  direct  cosa  plus  tuff  cosu  and 
overhead  related  to  the  project.  The  responsible  parties 
win  pay  an  costt  satociated  with  remedial  investigations 
and  demup  aaivities. 

status  m  scAeoi  acca  -site  to  mAP*0 

AftP  numaee;  3<4cc8qS3 


rat  oceaet  or  simitm  bazasd  raan  rv  cncMicaL  covtamivatiov  or  a  sne  ecrevea  ov  mt  coNaevnunov  or  me  wAmiAt  ranrvr  amo 
mt  OTnAWov  or  czroai.'aL  oat  roucY  is  to  cvau-atc  all  umo  nazasool-s  K-rsTADCt  tiUAn  sms  roa  mr  ven)  to  takz  Amnv  to  asatt 
A.vv  acvtc  rrsuc  BiAtm  oa  cwibovmcntal  masATS  rows  iv  a  sm.  mtarrotz,  me  marArt  oeK-aiteo  ia  mi5  oncL-MCvr  cevcaALLV 
aeraoeNTme  rormuL  imtact  or  lovc  m«<  esroavas  to  sreone  bazabbovs  starrAven  ir  nmr  sm  is  vor  asatto.  ti  me  u  anAsres 
MtcBAie  orrsm  and  m  me  svmAticB  at  roue  roiwr  cowe  cowtact  wne  bl'ma.n  oa  evMaovMcvTAi.  atcerroas. 
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rm  tm  wnd  KxretpnrtTUt  rus 


FEDERAL  FACILFTY  SITE  CLEANUP  WORKPLAN 

SACRAMENTO  AX><OTilER 


Sitt  iBlbnmtiM 

LoaiikNi  sad  Typt  at  SU* 

Ptwtr  Im  A  Fniitridie  Rds. 

Sacraimnio,  CA  95813<5QS2 
Sacrainento 

The  Depot  oontsins  395  aores  of  land  utilized  for 
industrial  aaivities  which  include  repair  and  modiflcaiion 
of  Army  electronic  equipment.  Contaminated  areas  on 
the  De^  include  areas  that  eontribute  to  the  ground 
water  contamination  and  various  other  aoH  oomamiaated 
areas.  Soil  contaminaiion  easts  in  the  ondation  lagoons, 
bum  pits.  Old  Morrison  Creek,  the  pesticide  mac  area 
and  underground  Tank  2. 

Deacripcion  of  Haaardoue  Wastes 
Hazardous  contaminants  found  in  the  soil  inelude  the 
organic  solvents,  trichloroethylene  (TCE), 
tetrachloroethylene  (PCE),  and  the  heavy  metals  lead 
and  cadmium.  DDT  was  alM  detected  in  one  san^ 

Threat  to  FuUic  Health  aad  Eaviroanwat 
KncMn  soil  oontamination  exists  in  three  areas  on  the 
Depot.  These  areas  are  not  being  used  and  any  human 
contaa  is  unlikely. 


Prcilect  Coatplstioa  Estiaiatas 

The  schedule  shown  below  is  protected  by  the  DllS  staff 
based  on  current  status  of  cleanup  activitiet  and  other 
informatioo  developed  by  the  EPA  and  the  military. 


TaakCraup 

CamMan 

Shr  ChafucttflMllMi 

hcaMdial  Actioe  Order 

DecIM9 

Rcaedial  levauigsikMi/ 

Dec.  1990 

Feasibility  Study 

Kwaidlal  Actlaa  Plaa 

Aug.  1991 

Biairdlsl  Actlsa 

Deugn 

Aug.  1993 

Impieswaution 

Feb.  1994 

CeniOeaiioa 

JiiBel994 

Cast  hacavtof  aad/er 

Oparailaa  and  Mataieaaaca 

Coal  Rccowety 

Jiiael99S 

Opetatioo  aad  Maiaieiwnee 

20*  yn 

SiSe  Status 
Status  of  SMe  Activity 

The  Sacramemo  Army  Depot  was  placed  on  the  NPL  in 
July,  1967.  The  Depot  is  currently  developing  a 
remedial  investigaiion/fi^biliiy  nudy  work  pian.  Ei^ 
fuel  and  hazardous  waste  underground  tanks  have  been 
removed.  EPA,  DHS  and  the  Depot  are  negotiating  an 
imetagency  agreement. 

Projecisd  Rsveuaa  Soateas 

The  Depanmem  of  Defense  appropriates  federal  fends 
for  site  charaaerization  and  remedial  actioe.  Sute  fends 
may  be  used  for  ovenight  activities  The  Department 
has  budgeted  5100,000  for  private  consukam  assistance 
to  DHS  (Metsigbt  staft  DHS  win  seek  fendiag  from 
EPA  aad  cost  reoewety  stipulated  through  the 
OF  RGOOQ  OCOOF 
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FEDERAL  FAaUTY  SITE  CLEANUP  WORKPLAN 

SACRAMENTO  AD-SW  AREA 


I 


SUt  laibcMtiM 

LootkM  and  Typ»  U  Slit 
Power  Inn  A  Fniitridie  Roedi 
Sacramento,  CA  95813*5052 
Saeramemo 

Tlie  Depot^  eomaint  395  acres  of  laod  utifiied  for 
indiisirial  a&vities  whicn  indiKie  repair  and  fflodifleatioa 
of  Army  tiearoaie  equipment  Contaminated  areas  on 
tbe  De^  todude  the  oridation  iagoans  and  bum  pit 
source  areas  that  contribute  to  tbe  (round  water 
contaminatioo  and  various  other  areu  with  soil 
cootanhnaiioo.  Ground  water  contamiaaiiao  by  sotventt 
easa  in  thf  South  West  (SW)  portioo  of  the  Depot 

Dseeriptloa  of  HaaMdaae  WaalH 

Ground  water  contamination  inciudet  the  orpnie 
solvents:  tiiehloroethyieoe  fTCE)  at  120  parts  per  billiao 
(ppb),  trann  *1,2  diehloroethane  (DCE)  at  22  ppb,  and 
tetiacfaloroetfayleoe  (PCE)  at  17  ppb.  The  State  Action 
Leveh  are  S  ppb  for  TCE,  16  ppb  far  DCE  and  4  ppb 
for  PCE. 

Threat  te  Public  Health  aad  Eavireaeaeat 
Knmm  irouad  water  contamination  caia  at  this  site. 
Ground  water  is  located  at  apprtadmately  80  feet. 
Contaminated  ground  water  has  migrated  ofEdte  where 
two  domestic  welli  are  located  which  have  shown  TCE 
abtwe  action  levels. 


underground  tanks  have  been  remtned.  Currentl>' DIIS, 
EPA  and  the  Depot  are  negotiating  an  imeragency 
agreement  to  fhdlitate  cooperation  and  establith  a 
procedural  frameuiork  and  schedule  for  response  actions 
at  the  Depot. 

Projected  Revenue  Sources 

The  Depanmem  of  Defense  appropriates  federal  funds 
for  site  characteriatioo  and  remedial  action.  Sute  funds 
may  be  used  for  oversight  activities.  The  Depanmem 
has  budgeted  SIOOAK)  for  private  consultant  assiaance 
to  DHS  oversigm  aaff.  DHS  win  seek  funding  from 
EPA  and  cost  reetwety  stipulated  through  tbe 
interagency  agreement  or  the  remedial  action  order 
process.  ^ 


PrnJsct  Compictioa  KsHmates 

The  schedule  shown  beknv  is  prpjeaed  by  the  DHS  saff 
based  on  current  sutus  of  cleanup  aaivities  and  other 
information  developed  by  the  militaiy. 

EutanaM 

Task  Cicop  CanylHlM 

SUc  Chufwicrtaliou 

Remedial  Aeiien  Order  Dec.  1989 

Remedial  lavcuifaiioa/  Dec.  1990 

Feasibility  Sludy 

Remedial  Action  Plan  Aug.  1991 


Statne  of  Site  Aellviqr 

Ihe  Sacramento  Army  Depot  was  plaeed  on  the  NPL  in 
Ju^,  1967.  The  De^  is  currently  in  Phase  n  of  the 
iastailatioo  restoratioo  program  (IRP)  process, 
environmental  monhoriag  and  verifying  the  preaence  of 
contaminatioo.  Currently  an  operM  unit  interim 
remedial  measure  for  groi^vmteremaction  in  the  SW 
Area  is  being  developed.  A  work  plao  for  tbe  flaal 
phase  of  the  RZ^  ioveatigaiion  is  b^  developed  for 
regulatory  agcneles  review  and  apprmwL  Eastman 
ProAios  and  EBise  Co.,  located  southwest  of  the  Depot, 
were  provided  with  bottled  vmer  in  October,  1967  and 
March,  1968.  Eight  ftiel  aad  haiardous  waste 


CcnWeaiiao 

CmI  Rccowiy  Midror 
Opcfutlon  and  .Matoicnance 

Com  Rccowny 
Opcniion  sad  Maimciwnce 


Aug.  1992 
FcbLl994 
June  1994 


June  1995 
20+  yt» 


March,  1988.  Eight  fuel  and  naiaraous  waste  \ 
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CALIFORNIA  FACILITY  INVENTORY  REPORT 
CALSITE  &  STATE  BOND  FACILITIES 


Map  Status:  IN  SEARCH  AREA  -  SITE  MAPPED  (REFER  TO  MAP  #) 

Map  Number:  34001963  State  ID  Number:  34001963 

Facility  Address:  8350  FRUITRIDGE  RD 
City:  SACRAMENTO 
Zip  Code:  95826 

California  Regulatory  and  Permit  Coverage  For  The  Facility 

A  "Y"  Flag  indicates  the  facility  is  under  regulatory  activity  for 
the  program  office. 

CORTESE  FLAG  -  Faclity  appears  in  the  CORTESE  (cleanup)  system:  Y 

A1025  -  (Air)  Emissions  Data  System - :  Y  (Less  than  25  tons) 

AGT25  -  (Air)  Emissions  Data  System - :  (More  than  25  tons) 

AIRS  -  (Air)  EPA  Permitted  AIR  Facility: 

CALNF  -  CALSITE  facility  no  further  action: 

CALSI  -  An  active  CALSITE  facility - :  Y 

DTSCD  -  A  facility  with  STATE  enforcement  activity:  Y 
FDOCK  -  A  facility  with  EPA  enforcement  activity—: 

HWIS  -  State  permitted  hazardous  waste  facility:  Y 

lUR  -  Chemical  manufacturer  in  the  Inventory  Update  report: 

LTANK  -  Leaking  UST  at  the  site - :  Y 

UTANK  -  Registered  UST  at  the  site:  Y 

MNFST  -  Facility  has  manifested  hazardous  waste  offsite:  Y 

PCS  -*  Facility  in  NPDES  reporting  in  the  Permit  Compliance  System: 

PEST  -  Facility  permitted  for  Pesticides: 

SWISE  -  Facility  is  designated  a  landfill - : 

SWISP  -  Facility  is  designated  a  landfill - : 

SWISU  -  Facility  is  designated  a  landfill - : 

WB-LF  -  Sanitary  landfill  with  groundwater  contamination: 

SVIRCB  -  Facility  discharging  into  surface  waters  under  STATE: 

WDSE  -  Waste  discharging  facility  with  an  enforcement  history: 
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CALIFORNIA  FACILITY  INVENTORY  REPORT 
CALSITE  &  STATE  BOND  FACILITIES 


Map  status:  IN  SEARCH  AREA  -  SITE  MAPPED  (REFER  TO  MAP  #) 

Map  Nvunber:  34002071  State  ID  Nxunber:  34002071 

Facility  Address:  8588  THYS  CT 
City;  SACRAMENTO 
Zip  Code:  95828 

California  Regulatory  and  Permit  Coverage  For  The  Facility 

A  «Y"  Flag  indicates  the  facility  is  under  regulatory  activity  for 
the  program  office. 

CORTESE  FLAG  -  Faclity  appears  in  the  CORTESE  (cleanup)  system:  Y 

A1025  -  (Air)  Emissions  Data  System - :  (Less  than  25  tons) 

AGT25  -  (Air)  Emissions  Data  System - ;  (More  than  25  tons) 

AIRS  -  (Air)  EPA  Permitted  AIR  Facility: 

CALNF  -  CALSITE  facility  no  further  action: 

CALSI  -  An  active  CALSITE  facility - ;  Y 

DTSCD  -  A  facility  with  STATE  enforcement  activity: 

FDOCK  -  A  facility  with  EPA  enforcement  activity — ; 

HWIS  -  State  permitted  hazardous  waste  facility:  Y 

lUR  -  Chemical  manufacturer  in  the  Inventory  Update  report: 

LTANK  -  Leaking  UST  at  the  site - : 

UTANK  -  Registered  UST  at  the  site: 

MNFST  -  Facility  has  manifested  hazardous  waste  offsite: 

PCS  -  Facility  in  NPDES  reporting  in  the  Permit  Compliance  System: 

PEST  -  Facility  permitted  for  Pesticides: 

SWISE  -  Facility  is  designated  a  landfill - : 

SWISP  -  Facility  is  designated  a  landfill - : 

SWISU  -  Facility  is  designated  a  landfill - : 

WB-LF  -  Sanitary  landfill  with  groundwater  contamination: 

SWRCB  -  Facility  discharging  into  surface  waters  under  STATE: 

WDSE  -  Waste  discharging  facility  with  an  enforcement  history: 
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CALIFORNIA  FACILITY  INVENTORY  REPORT 
CALSITE  &  STATE  BOND  FACILITIES 


nap  Status:  IN  SEARCH  AREA  -  SITE  MAPPED  (REFER  TO  MAP  #) 

Nap  Number:  34008610  State  ID  Number:  34008610 

Facility  Address:  POWER  INN  &  FRUITRIDGE  ROADS 
City:  SACRAMENTO 
Zip  Code:  95813 

California  Regulatory  and  Permit  Coverage  For  The  Facility 

A  "Y"  Flag  indicates  the  facility  is  under  regulatory  activity  for 
the  program  office. 

CORTESE  FLAG  -  Faclity  appears  in  the  CORTESE  (cleanup)  system: 


A1025  -  (Air)  Emissions  Data  System - :  (Less  than  25  tons) 

AGT25  -  (Air)  Emissions  Data  System - :  (More  than  25  tons) 

AIRS  -  (Air)  EPA  Permitted  AIR  Facility: 

CALNF  “  CALSITE  facility  no  further  action:  Y 
CALSI  -  An  active  CALSITE  facility - :  Y 


DTSCD  -  A  facility  with  STATE  enforcement  activicy: 

FDOCK  -  A  facility  with  EPA  enforcement  activity — : 

HWIS  -  State  permitted  hazardous  waste  facility: 

lUR  -  Chemical  manufacturer  in  the  Inventory  Update  report: 

LTANK  -  Leaking  UST  at  the  site - : 

UTANK  -  Registered  UST  at  the  site: 

MNFST  -  Facility  has  manifested  hazardous  waste  offsite: 

PCS  -  Facility  in  NPDES  reporting  in  the  Permit  Compliance  System: 

PEST  -  Facility  permitted  for  Pesticides: 

SWISE  -  Facility  is  designated  a  landfill - : 

SWISP  -  Facility  is  designated  a  landfill - : 

SWISU  -  Facility  is  designated  a  landfill - : 

WB-LF  -  Sanitary  landfill  with  groundwater  contamination: 

SWRCB  -  Facility  discharging  into  surface  waters  under  STATE:  Y 

WDSE  -  Waste  discharging  facility  with  an  enforcement  history: 
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CALIFORNIA  FACILITY  INVENTORY  REPORT 
CALSITE  &  STATE  BOND  FACILITIES 


Nap  Status:  LOCATION  UNKNOWN  -  SITE  NOT  MAPPED  (DISREGARD  MAP  #) 

Map  Number:  34008320  State  ID  Number:  34008320 

Facility  Address:  PO  BOX  41179 
City:  SACRAMENTO 
Zip  Code:  95841 

California  Regulatory  and  Permit  Coverage  For  The  Facility 

A  "Y"  Flag  indicates  the  facility  is  under  regulatory  activity  for 
the  program  office. 

CORTESE  FLAG  -  Faclity  appears  in  the  CORTESE  (cleanup)  system: 


A1025  -  (Air)  Emissions  Data  System - :  (Less  than  25  tons) 

AGT25  -  (Air)  Emissions  Data  System - :  (More  than  25  tons) 

AIRS  -  (Air)  EPA  Permitted  AIR  Facility: 

CALNF  -  CALSITE  facility  no  further  action:  Y 
CALSI  -  An  active  CALSITE  facility - :  Y 


DTSCD  ~  A  facility  with  STATE  enforcement  activity: 

FDOCK  -  A  facility  with  EPA  enforcement  activity — : 

HHIS  **  State  permitted  hazardous  waste  facility: 

lUR  •*  Chemical  manufacturer  in  the  Inventory  Update  report: 

LTANK  -  Leaking  UST  at  the  site - : 

UTANK  Registered  UST  at  the  site: 

MNFST  -  Facility  has  manifested  hazardous  waste  offsite: 

PCS  -  Facility  in  NPDES  reporting  in  the  Permit  Compliance  System: 

PEST  -  Facility  permitted  for  Pesticides: 

SWISE  -  Facility  is  designated  a  landfill - : 

SHISP  -  Facility  is  designated  a  landfill - : 

SWISU  -  Facility  is  designated  a  landfill - : 

WB-LF  -  Sanitary  landfill  wit^  groundwater  contamination: 

SWRCB  -  Facility  discharging  into  surface  waters  under  STATE: 

WDSE  -  Waste  discharging  facility  with  an  enforcement  history: 
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CALIFORNIA  FACILITY  INVENTORY  REPORT 
CALSITE  ft  STATE  BOND  FACILITIES 


Map  Status:  LOCATION  UNKMOHM  -  SITE  MOT  MAPPED  (DI8RTOARD  MAP  #) 

Map  Number:  34008671  State  ID  Number:  34008671 

Facility  Address:  P.O.  BOX  964 
City:  SACRAMENTO 
Zip  Code:  95812 

California  Regulatory  and  Permit  Coverage  For  The  Facility 

A  "Y"  Flag  indicates  the  facility  is  under  regulatory  activity  for 
the  program  office. 

CORTESE  FLAG  -  Faclity  appears  in  the  CORTESE  (cleanup)  system: 


A1025  -  (Air)  Emissions  Data  System - :  (Less  than  25  tons) 

AGT25  -  (Air)  Emissions  Data  System - :  (More  than  25  tons) 

AIRS  -  (Air)  EPA  Permitted  AIR  Facility: 

CALNF  -  CALSITE  facility  no  further  action:  Y 
CALSI  -  An  active  CALSITE  facility - :  Y 


DTSCD  -  A  facility  with  STATE  enforcement  activity: 

FDOCK  -  A  facility  with  EPA  enforcement  activity—: 

HWIS  -  State  permitted  hazardous  waste  facility; 

lUR  >>  Chemical  manufacturer  in  the  Inventory  Update  report: 

LTANK  -  Leaking  UST  at  the  site - : 

UTANK  -  Registered  UST  at  the  site: 

MNFST  Facility  has  manifested  hazardous  waste  offsite: 

PCS  -  Facility  in  NPDES  reporting  in  the  Permit  Compliance  System: 

PEST  -  Facility  permitted  for  Pesticides: 

SWISE  -  Facility  is  designated  a  landfill - ; 

SWISP  -  Facility  is  designated  a  landfill - : 

SWISU  -  Facility  is  designated  a  landfill - : 

WB-LF  -■  Sanitary  landfill  with  groundwater  contamination: 

SWRCB  -  Facility  discharging  into  surface  waters  under  STATE: 

WDSE  -  Waste  discharging  facility  with  an  enforcement  history: 
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CALIFORNIA  FACILITY  INVENTORY  REPORT 
CALSITE  &  STATE  BOND  FACILITIES 


Map  Status:  LOCATION  UNKNOWN  -  SITE  NOT  MAPPED  (DISREGARD  MAP  #) 

Map  Number:  34009136  State  ID  Number:  34009136 

Facility  Address:  PO  BOX  22522 
City:  SACRAMENTO 
Zip  Code:  95831 

California  Regulatory  and  Permit  Coverage  For  The  Facility 

A  "Y"  Flag  indicates  the  facility  is  under  regulatory  activity  for 
the  program  office. 

CORTESE  FLAG  -  Faclity  appears  in  the  CORTESE  (cleanup)  system: 


A1025  -  (Air)  Emissions  Data  System - :  (Less  than  25  tons) 

AGT25  -  (Air)  Emissions  Data  System - :  (More  than  25  tons) 

AIRS  -  (Air)  EPA  Permitted  AIR  Facility: 

CALNF  -  CALSITE  facility  no  ftirther  action:  Y 
CALSI  -  An  active  CALSITE  facility - :  Y 


DTSCD  -  A  facility  with  STATE  enforcement  activity: 

FDOCK  -  A  facility  with  EPA  enforcement  activity — : 

HWIS  -  State  permitted  hazardous  waste  facility: 

lUR  ~  Chemical  manufacturer  in  the  Inventory  Update  report: 

LTANK  -  Leaking  UST  at  the  site - : 

UTANK  -  Registered  UST  at  the  site: 

MNFST  Facility  has  manifested  hazardous  waste  offsite: 

PCS  -  Facility  in  NPDES  reporting  in  the  Permit  Compliance  System: 

PEST  -  Facility  permitted  for  Pesticides: 

SWISE  -  Facility  is  designated  a  landfill - : 

SWISP  -  Facility  is  designated  a  landfill - : 

SWISU  -  Facility  is  designated  a  landfill - : 

WB-LF  -  Sanitary  landfill  with  groundwater  contamination: 

SNRCB  -  Facility  discharging  into  surface  waters  under  STATE: 

WDSE  -  Waste  discharging  facility  with  an  enforcement  history: 
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CALIFORNIA  FACILITY  INVENTORY  REPOBT 
CALSITE  «  STATE  BOND  FACILITIES 


Map  Status:  LOCATION  UMKHONM  -  SITS  NOT  MAPPED  (DISREGARD  MAP  #) 

Map  Number:  34009390  State  ID  Number:  34009390 

Facility  Address:  PO  BOX  8245 
City:  SACRAMENTO 
Zip  Code:  95818 

California  Regulatory  and  Permit  Coverage  For  The  Facility 

A  "Y"  Flag  indicates  the  facility  is  under  regulatory  activity  for 
the  program  office. 

CORTESE  FLAG  -  Faclity  appears  in  the  CORTESE  (cleanup)  system: 


A1025  -  (Air)  Emissions  Data  System - :  (Less  than  25  tons) 

AGT25  -  (Air)  Emissions  Data  System - :  (More  than  25  tons) 

AIRS  -  (Air)  EPA  Permitted  AIR  Facility: 

CALNF  “  CALSITE  facility  no  further  action: 

CALSI  -  An  active  CALSITE  facility - :  Y 


DTSCD  ~  A  facility  with  STATE  enforcement  activity: 

FDOCK  -  A  facility  with  EPA  enforcement  activity — : 

HWIS  -  State  permitted  hazardous  waste  facili  : 

lUR  -  Chemical  manufacturer  in  the  Inventory  Update  report: 

LTANK  -  Leadcing  UST  at  the  site - : 

UTANK  ~  Registered  UST  at  the  site: 

MNFST  -  Facility  has  manifested  hazardous  waste  offsite: 

PCS  -  Facility  in  NPDES  reporting  in  the  Permit  Compliance  System: 

PEST  -  Facility  permitted  for  Pesticides: 

SWISE  -  Facility  is  designated  a  landfill - : 

SWISP  -  Facility  is  designated  a  landfill - : 

SWISU  -  Facility  is  designated  a  landfill - : 

WB-'LF  **  Sanitary  landfill  with  groundwater  contamination: 

SNRCB  -  Facility  discharging  into  surface  waters  under  STATE: 

MDSE  -  Waste  discharging  facility  with  an  enforcement  history: 
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CALIFORNIA  FACILITY  INVENTORY  REPORT 
CALSITE  &  STATE  BOND  FACILITIES 


lUp  Status:  LOCATION  ONENOWN  -  SITE  MOT  MAPPED  (OISREOASD  MAP  #) 

Map  Number:  34009403  State  ID  Number:  34009403 

Facility  Address:  PO  BOX  13498 
City:  SACRAMENTO 
Zip  Code:  95815 

California  Regulatory  and  Permit  Coverage  For  The  Facility 

A  "Y"  Flag  indicates  the  facility  is  under  regulatory  activity  for 
the  program  office. 

CORTESE  FLAG  *>  Faclity  appears  in  the  CORTESE  (cleanup)  system: 


A1025  ~  (Air)  Emissions  Data  System - :  (Less  than  25  3) 

AGT25  ~  (Air)  Emissions  Data  System - :  (More  than  25  s) 

AIRS  -  (Air)  EPA  Permitted  AIR  Facility: 

CALNF  -  CALSITE  facility  no  further  action:  Y 
CALSI  -  An  active  CALSITE  facility - :  Y 


DTSCD  -  A  facility  with  STATE  enforcement  activity: 

FDOCK  -  A  facility  with  EPA  enforcement  activity—: 

HWIS  -  State  permitted  hazardous  waste  facility: 

lUR  ->  Chemical  manufacturer  in  the  Inventory  Update  report: 

LTANK  -  Leaking  UST  at  the  site - : 

UTANK  -  Registered  UST  at  the  site: 

MNFST  -  Facility  has  manifested  hazardous  waste  offsite: 

PCS  >  Facility  in  NPDES  reporting  in  the  Permit  Compliance  System: 

PEST  -  Facility  permitted  for  Pesticides: 

SWISE  -  Facility  is  designated  a  landfill - : 

SWISP  -  Facility  is  designated  a  landfill - : 

SWISU  -  Facility  is  designated  a  landfill - : 

ffB-LF  -  Sanitary  landfill  with  groundwater  contamination: 

SWRCB  >  Facility  discharging  into  surface  waters  under  STATE: 

WDSE  -  Waste  discharging  facility  with  an  enforcement  history: 
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CALIFORNIA  FACILITY  INVENTORY  REPORT 
LANDFILL/SOLID  HASTE  DISPOSAL  SITE  REPORT 


Map  Statust  IN  SEARCH  AREA  -  SITE  MAPPED  (REFER  TO  MAP  #) 

Map  Number:  34005921  State  ID  Number:  34005921 

Facility  Address:  8635  FRUITRIDGE 
City:  SACRAMENTO 
Zip  Code:  95826 

California  Regulatory  and  Permit  Coverage  For  The  Facility 

A  "Y"  Flag  indicates  the  facility  is  under  regulatory  activity  for 
the  progreun  office. 

CORTESE  FLAG  -  Faclity  appears  in  the  CORTESE  (cleanup)  system: 

A1025  -  (Air)  Emissions  Data  System - :  (Less  than  25  tons) 

AGT25  -  (Air)  Emissions  Data  System - :  (More  than  25  tons) 

AIRS  -  (Air)  EPA  Permitted  AIR  Facility: 

CALNF  -  CALSITE  facility  no  further  action: 

CALSI  -  An  active  CALSITE  facility- - : 

DTSCD  -  A  facility  with  STATE  enforcement  activity: 

FDOCK  -  A  facility  with  EPA  enforcement  activity—: 

HHIS  -  State  permitted  hazardous  waste  facility: 

lUR  -  Chemical  manufacturer  in  the  Inventory  Update  report: 

LTANK  -  Leaking  UST  at  the  site - : 

UTANK  -  Registered  UST  at  the  site: 

MNFST  -  Facility  has  manifested  hazardous  waste  offsite: 

PCS  -  Facility  in  NPDES  reporting  in  the  Permit  Compliance  System: 

PEST  -  Facility  permitted  for  Pesticides: 

SHISE  -  Facility  is  designated  a  landfill - : 

SWISP  -  Facility  is  designated  a  landfill - :  Y 

SHISU  -  Facility  is  designated  a  landfill - : 

HB-LF  -  Sanitary  landfill  with  groundwater  contamination: 

SHRCB  -  Facility  discharging  into  surface  waters  under  STATE:  Y 

HDSE  -  Waste  discharging  facility  with  an  enforcement  history: 
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HAZARDOUS  MATERIAL  SPILL  REPORT 

lUp  Status:  ADVISORY  ONLY  -  SITS  MOT  MAPPED  (DISREGARD  MAP  /) 

Nap  Number:  1274S2  Report  Number:  92-2905 

Date  Spill  Has  Reported:  03/03/1992 
Date  Of  Spill:  03/02/1992 

Spill  Location: 

FRUITRIDGE  RD,  BETWEEN  HEDGE  &  SO  WATT  AVE 

City:  SACRAMENTO  Zip  Code: 

County:  SACRAMENTO 

Material  And  Amount  Spilled 

OIL  SUBSTANCE  00000060.00  GALLONS 
UNKNOWN 

Environments  Possibly  Effected  By  The  Spill: 

DRAINAGE  DITCH 

Agencies  Notified  Of  Spill: 

Action  Taken:  UNKNOWN 

Description: 

Comments: 


Potentially  Responsible  Party  Information— 
PRP:  UNKNOWN 


Telephone: 
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HAZARDOUS  MATERIAL  SPILL  REPORT 


Map  Status!  ADPISORY  OMLY  -  SITE  MOT  MAPPED  (DISREOARO  MAP  #) 

Map  Number:  3383S0 


Spill  Location: 


Report  Number:  20708 
Date  Spill  Was  Reported:  05/06  1990 
Date  Of  Spill:  05/05  1990 


4421  FLORIN  RD. 

City:  SACRAMENTO  Zip  Code: 

County:  SACRAMENTO 


Material  And  Amount  Spilled 

GASOLINE:  AUTOMOTIVE  (4.23G  PB/G  00000003.00  Gallons 


Environments  Possibly  Effected  By  The  Spill: 

LAND 

Agencies  Notified  Of  Spill:  NONE 

Action  Taken:  USED  SORBENTS  TO  CLEAN  SPILL 

Description:  PERSON  DROVE  OFF  WITH  THE  GAS  NOZZLE  IN  THEIR  CAR 
Comments: 


Potentially  Responsible  Party  Information 

PRP:  ARCO  PETRO.  PRODUCTS 
P.O.  BOX  5811 
SAN  MATEO 
CA  94402 

Telephone:  415>571>2429 
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HAZARDOUS  MATERIAL  SPILL  REPORT 


Map  status:  ADVZSORT  OMLT  -  Sin  MOT  MAPPED  (DISREGARD  MAP  #) 

Map  Number:  3508S9  Report  Number:  89-547 

Date  Spill  Was  Reported:  02/09  1989 
Date  Of  Spill:  02/09  1989 

Spill  Location: 

4400  FLORIN  PERKINS  RDS 

City:  SACRAMENTO  Zip  Code: 

County:  SACRAMENTO 


Material  And  Amount  Spilled 


DIESEL  00000030.00  Gallons 


Environments  Possibly  Effected  By  The  Spill: 
STORM  DRAIN 

Agencies  Notified  Of  Spill: 

Action  Taken:  NO  RECOVERY  DUE  TO  HEAVY  RAINS 
Description:  FUEL  TANK  RUPTURED 
Comments:  CAOES-89-04816 

Potentially  Responsible  Party  Information^^ 
PRP:  AJAX  TRUCKING 

Telephone: 
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HAZARDOUS  MATERIAL  SPILL  REPORT 


Nap  Status X 


ZM  SEARCH  AREA  - 


SITE  MAPPED  (REFER  TO  MAP 


#) 


Map  Number:  3034S1 


Repoirt  Nximber:  91-4525 
Date  Spill  Was  Reported:  06/12/1991 
Date  Of  Spill:  06/12/1991 


Spill  Location: 

SKY  CREEK  DR  &  YOUNGER  CREEK  DR. 


City:  SACRAMENTO  Zip  Code:  95828- 

County:  SACRAMENTO 


Material  And  Amount  Spilled 

UNKNOWN  POSSIBLY  ASBESTOS  00000001.00  OTHER 
UNKNOWN 


Environments  Possibly  Effected  By  The  Spill: 

NONE 

Aoencies  Notified  Of  Spill: 

^  CAOES  #17470/FD/CODOH/DFG/RWQCB 

Action  Taken:  *  WHEN  TESTED.  /  CLEANUP  BY  WASTE  MANAGEMENT 
Description:  QUANTITY  =  1  CUBIC  YARD 


Comments : 


Potentially  Responsible  Party  Information^** 
PRP:  UNKNOWN 


Telephone: 


Page  4 


HAZARDOUS  MATERIAL  SPILL  REPORT 


Map  status:  m  SEARCH  AREA  -  SITE  MAPPED  (REFER  TO  MAP  #) 

Map  Number:  3253S8  Report  Number:  88-3087 

Date  Spill  Was  Reported:  09/07  1988 
Date  Of  Spill:  09/07  1988 

Spill  Location: 

85551  TOYS  COURT  UNIT  C 

City:  SACRAMENTO  Zip  Code: 

County:  SACRAMENTO 


Material  And  Amount  Spilled 


RED  DYE  UNKNOWN  Other 


Environments  Possibly  Effected  By  The  Spill: 
MORRISON  CRK/  SAC.  RIVER 

Agencies  Notified  Of  Spill: 

Action  Taken: 

Description:  UNK.  QT.  /  ILLEGAL  DUMPING 
Comments:  CAOES  :#88-2788-CM 

Potentially  Responsible  Party  Information**® 
PRP:  UNK. 

Telephone: 
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HAZARDOUS  MATERIAL  SPILL  REPORT 


Mftp  Status:  ZM  SEARCH  AREA 


SITE  MAPPED  (REPER  TO  MAP 


#) 


Map  Number:  3326S7 
Spill  Location: 

BARRELS  STORED  BEHIND  FACILITY 


Report  Number: 
Date  Spill  Has  Reported: 

Date  Of  Spill: 


16310 

12/31  1987 
12/31  1987 


City:  Zip  Code: 

County:  SACRAMENTO 


Material  And  Amount  Spilled 


MEK  UNKNOWN  Amount 

ASSORTED  CHEMICALS  00000150.00  Gallons 


Environments  Possibly  Effected  By  The  Spill: 
SOIL 


Agencies  Notified  Of  Spill: 


Action  Taken: 

Description:  100  55  GALLON  BARRELS  OF  ASSORTED  CHEMICALS  WERE 

Comments:  BARRELS  CAN  BE  SEEN  AGAINST  FENCE  FROM  RD. 


Potentially  Responsible  Party  Informat ion«=»== 
PRP:  GELCO 

8565  ELDER  CREEK  ROAD 

SACRAMENTO 

CA  958280000 


Telephone: 
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HAZARDOUS  KATERIAL  SPILL  REPORT 


Map  Status:  ZM  SEARCH  AREA  -  SITE  MAPPED  (REFER  TO  MAP  #) 

Map  Number:  3350S7  Report  Number:  87-2237 

Date  Spill  Was  Reported:  03/23  1987 
Date  Of  Spill:  03/23  1987 

Spill  Location: 

(RP) PROCTOR  &  GAMBLE (SCALLAY) 

City:  SACRAMENTO  Zip  Code: 

County:  SACRAMENTO 


Material  And  Amount  Spilled 


SULFURIC  ACID  00000025.00  Gallons 


Environments  Possibly  Effected  By  The  Spill: 

Agencies  Notified  Of  Spill: 

CFG/WQCB/SACTO-HAZ  MAT/CO-DOH 
Action  Taken:  SACTO-CO  HAZMAT  =  0/S  -  RP  =  C/U. 

Description:  VALVE  MALFUNCTION/W/IN  FACILITY 

Comments : 

Potentially  Responsible  Party  Information=== 

PRP:  (RP)  PROCTOR  &  GAMBLE  (SCALLAY) 

8201  FRUITRIDGE  RD 

SACRAMENTO 

CA 

Telephone:  916-383-3800 
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HAZARDOUS  MATERIAL  SPILL  REPORT 


Map  Status:  ZH  SEARCH  AREA  -  SITE  NAPPED  (REFER  TO  MAP 


#) 


Map  Nvmberi  3409S0  Report  Number:  37790 

Date  Spill  Was  Reported:  08/31  1990 
Date  Of  Spill:  08/27  1990 

Spill  Location: 

8201  FRUITRID<3E  RD 


City:  SACRAMENTO  Zip  Code: 

County:  SACRAMENTO 


Material  And  Amount  Spilled 

CAUSTIC  W.ODA  solution  00000005.00  Gallons 


Environments  Possibly  Effected  By  The  Spill: 
UNKNOWN 


Agencies  Notified  Of  Spill: 


NONE 


Action  Taken: 


Description:  CARGO  TANK/ DRIVER  DISCONNECTED  HOSE,  PRESSURE  IN  LINE 
CAUSED  A  BACKUP 

Comments:  DRIVER  WAS  HOSPITALIZED  WITH  2nd  DEGREE  BURNS  ON  FACE  AND 
LEGS. 


Potentially  Responsible  Party  Information=“~ 

PRP:  CALIFORNIA  TANK  LINES 
PO  BOX  6245 
STOCKTON 
CA  95206 


Telephone:  209-466-3554 
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HAZARDOUS  MATERIAL  SPILL  REPORT 


Map  Status:  IM  SEARCH  AREA 

Map  Number:  342 ISO 

Spill  Location: 


SITE  MAPPED  (REFER  TO  MAP  #) 

Report  Number: 
Date  Spill  Has  Reported: 

Date  Of  Spill: 


City:  SACRAMENTO  Zip  Code: 

County:  SACRAMENTO 


Material  And  Amount  Spilled 
FOOT  (ORGANIC  OIL)  00023000.00 


Environments  Possibly  Effected  By  The  Spill: 
NONE 

Agencies  Notified  Of  Spill: 

Action  Taken: 

Description: 

Comments : 


Potentially  Responsible  Party  Information*"** 

PRP:  PROCTOR  &  GAMBLE 

8201  FRUITRIDGE  RD. 

SACRAMENTO 
CA  95826- 

Telephone: 


95826- 
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HAZARDOUS  MATERIAL  SPILL  REPORT 


Map  StatUSS  IH  SEARCH  AREA 


SITE  MAPPED  (REFER  TO  MAP 


#) 


Map  Niunber:  3422S0 


Spill  Location: 


Report  Number: 
Date  Spill  Was  Reported: 

Date  Of  Spill: 


City:  SACRAMENTO  Zip  Code:  95826- 

County  :  SACRAMENTO 

Material  And  Amount  Spilled 
HYDROGEN  00000450.00 

Environments  Possibly  Effected  By  The  Spill: 

NONE 


Agencies  Notified  Of  Spill: 


Action  Taken: 


Description : 
Comments : 


Potentially  Responsible  Party  Information==*=s= 

PRP:  PROCTOR  &  GAMBLE 

8201  FRUITRIDGE  RD. 

SACRAMENTO 
CA  95826- 

Telephone: 
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HAZARDOUS  MATERIAL  SPILL  REPORT 


Map  Status:  IN  SEARCH  AREA 

Map  Number:  3435S2 

Spill  Location: 

5025  83RD  ST 

City:  SACRAMENTO 

County:  SACRAMENTO 

Material  And  Amount  Spilled 

OIL  00000030.00  GALLONS 
UNKNOWN 

Environments  Possibly  Effected  By  The  Spill: 
STORM  DRAIN 

Agencies  Notified  Of  Spill: 

Action  Taken:  CLEANUP  BY  AIR  PRODUCT 
Description: 

Comments : 

Potentially  Responsible  Party  Informations=== 
PRP:  UNKNOWN 


-  SITE  MAPPED  (REFER  TO  MAP  #} 

Report  Number:  92-4563 
Date  Spill  Was  Reported:  06/09/1992 
Date  Of  Spill:  06/09/1992 


Zip  Code:  95826- 


Telephone: 
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HAZARDOUS  MATERIAL  SPILL  REPORT 


Nap  Status:  IM  8BARCB  AREA 


SITE  MAPPED  (REFER  TO  MAP 


#) 


Nap  Nunlser:  3436S0 


Spill  Location: 


Report  Number: 
Date  Spill  Was  Reported: 

Date  Of  Spill: 


City:  SACRAMENTO  Zip  Code:  95828- 

County:  SACRAMENTO 

Material  And  Amount  Spilled 
HYDROCHLORIC  ACID  UNKNOWN 


Environments  Possibly  Effected  By  The  Spill: 
SEWER  SYSTEM  &  GROUND  WATER 


Agencies  Notified  Of  Spill: 


Action  Taken: 
Description: 
Comments : 


Potentially  Responsible  Party  Informa tion*=»= 

PRP:  A&A  CONCRETE  SUPPLY 
8272  BERRY  AVENUE 
SACPJkMENTO 
CA  95828- 


Telephone:  916-383-3756 
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HAZARDOUS  MATERIAL  SPILL  REPORT 


Map  status:  ZN  SEARCH  ARIA  -  SITE  MAPPED  (REFER  TO  MAP  #) 

Map  Nvimber:  3493S9  Report  Nusber:  89-13 

Date  Spill  Was  Reported:  01/04  1989 
Date  Of  Spill:  01/04  1989 

Spill  Location: 

FRUITRIDGE  RD  &  POWER  INN  RD 

City:  SACRAMENTO  Zip  Code: 

County:  SACRAMENTO 


Material  And  Amount  Spilled 


DIESEL  00000060.00  Gallons 


Environments  Possibly  Effected  By  The  Spill: 
STORM  DRAIN 

Agencies  Notified  Of  Spill: 

Action  Taken: 

Description: 

Comments:  CAOES-89-04303 

Potentially  Responsible  Party  Infonnation®** 
PRP:  UNK 


Telephone : 
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HAZARDOUS  MATERIAL  SPILL  REPORT 


M«p  Status!  IM  SEARCH  AREA 

Map  Niunber:  3497S9 

Spill  Location: 

8543  UNSWORTH  AVE 

City:  SACRAMENTO 

County:  SACRAMENTO 


SITE  MAPPED  (REFER  TO  MAP 


#) 


Rsport  Nunber:  89-289 
Date  Spill  Was  Reported:  01/11  1989 
Date  Of  Spill:  01/11  1989 


Zip  Code: 


Material  And  Amount  Spilled 
WASTE  OIL  00001540.00  Gallons 


Environments  Possibly  Effected  By  The  Spill: 


Agencies  Notified  Of  Spill: 


CF&G 


Action  Taken: 

Description:  VACANT  LOT  ABANDONED  DRUMS 
Comments:  CAOES-89-04453 


Potentially  Responsible  Party  Information 
PRP:  UNK 


Telephone: 
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HAZARDOUS  MATERIAL  SPILL  REPORT 


MAP  StAtttSX  ZM  SEARCH  AREA  -  SITE  MAPPED  (REFER  TO  MAP  #) 

Map  Nunbar:  3S28S9  Report  Nuaber:  89-1593 

Date  Spill  Has  Reported:  04/11  1989 
Date  Of  Spill:  04/11  1989 

Spill  Location: 

UDEYS  TRUCK  REPAIR  D  SOZZI 

City:  SACRAMENTO  Zip  Code: 

Coxinty:  SACRAMENTO 


Material  And  Amount  Spilled 


PROPANE  UNKNOWN  Other 
ARGON  Other 
ACETALENE  Other 


Environments  Possibly  Effected  By  The  Spill: 


Agencies  Notified  Of  Spill: 

Action  Taken: 

Description:  QT-UNK  10  CYLINDERS  TOTAL 
Comments:  CAOES-89-05588 


Potentially  Responsible  Party  Information 

PRP:  UDEYS  TRUCK  REPAIR  D  SOZZI 
8536  ELDER  CREEK  RD 
SACRAMENTO 
CA  95828 

Telephone:  916-486-4950 
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HAZARDOUS  MATERIAL  SPILL  REPORT 


Map  StatttSt  ZM  SEARCH  AREA  -  SITE  MAPPED  (EEPER  TO  MAP  #) 

Map  Mxixuber:  3544S9  Report  Nueber: 

Date  Spill  Was  Reported: 

Date  Of  Spill: 

Spill  Location; 

4600  WATT  AVE 

City:  SACRAMENTO  Zip  Code:  95826 

County :  SACRAMENTO 


Material  And  Amount  Spilled 


CHLORINE  GAS  UNKNOWN  Other 


89>2240 
06/16  1989 
06/16  1989 


Environments  Possibly  Effected  By  The  Spill: 
NONE 


Agencies  Notified  Of  Spill: 


Action  Taken:  AREA  VENTILATED 
Description:  QT»1  QUART 
Comments:  CAOES-89-06591 


Potentially  Responsible  Party  Information 

PRP:  MOTEL  6 

4600  WATT  AVE 
SACRAMENTO 
CA  95826- 


Telephone: 
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HAZARDOUS  MATERIAL  SPILL  REPORT 


Map  Status:  ZM  SEARCH  AREA  -  SITE  MAPPED  CREFER  TO  MAP  #) 

Nap  Nunbar:  3564S9  Raport  Nuiibar:  89-3705 

Data  Spill  Was  Raportad:  09/19  1989 
Data  Of  Spill:  09/18  1989 

Spill  Location: 

7896  33RD  ST 

City:  SACRAMENTO  Zip  Coda: 

County:  SACRAMENTO 


Matarial  And  Amount  Spillad 


ETHER  00000005.00  Gallons 
SODIUM  METAL  00000001.00  Pounds 
MURIATIC  ACID  00000001.00  Gallons 


Environments  Possibly  Effected  By  The  Spill: 
NONE 


Agencies  Notified  Of  Spill: 


Action  Taken: 


Description:  DRUG  LAB  BUST  AT  ABOVE  ADDRESS 

Comments:  CAOES-89-07952/*ETHYL  ACETATE  32  OZ/PAINT  THINNER  1/2  GAL/4 
HYDROGEN  C 


Potentially  Responsible  Party  Information 
PRP:  UNK 


Telephone: 
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HAZARDOUS  KATZRZAL  SPILL  REPORT 


Map  Statuss  Z>  SEARCH  AREA 

Map  Number:  3794S1 

Spill  Location: 

ONE  BLUE  SKY  COURT 

City:  SACRAMENTO 

County:  SACRAMENTO 


SITE  MAPPED  (REFER  TO  MAP 


#) 


Report  Number;  91~5249 
Date  Spill  Was  Reported:  07/25/1991 
Date  Of  Spill:  07/25/1991 


Zip  Code:  95828- 


Material  And  Amount  Spilled 

CYCLOHEXYLAMINE  00000030.00  GALLONS 
UNKNOWN 


Environments  Possibly  Effected  By  The  Spill: 
STORM  DRAIN 


Agencies  Notified  Of  Spill: 


CAOES  #18242/DFG/RWQCB/OSPR/FD 


Action  Taken:  29  GAL  REMAIN  IN  TRUCK  &  1  GAL  WENT  INTO  A  STORM  DR, 
ABSORBANT  MAT'L  A 

Description:  30  GAL  DRUM 


Comments: 


Potentially  Responsible  Party  Information**’ 

PRP:  R.  LANG  CO. 

ONE  BLUE  SKY  COURT 
SACRAMENTO 
CA  95828- 


Telephone:  916-387-1030 
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HAZARDOUS  MATERIAL  SPILL  REPORT 


Map  Status:  IM  SEARCH  AREA  -  SITE  MAPPED  (REPER  TO  MAP  #) 

Map  Nuaber:  5980S1  Report  Nuaber:  92-0895 

Date  Spill  Has  Reported:  11/07/1991 
Date  Of  Spill:  11/06/1991 

Spill  Location: 

8588  THYS  CT 

City:  SACRAMENTO  Zip  Code:  95828- 

County:  SACRAMENTO 


Material  And  Aaount  Spilled 


PCB  UNKNOWN  UNKNOWN 
UNKNOWN  UNKNOWN 


Environaents  Possibly  Effected  By  The  Spill: 

UNKNOWN 

Agencies  Notified  Of  Spill: 

CAOES  #20189/FD/PD/DFG/RWQCB/DHS  ST 

Action  Taken:  FD/PD/DFG  ON  SCENE,  CODOH  ARRANGING  CLEANUP,  HAZCAT  BY 
FD 

Description:  ABANDONED  FACTORY,  CHEMICALS  ALL  OVER 
Coaaents : 


Potentially  Responsible  Party  Information=== 

PRP:  METALLOY  INC. 

8588  THYS  CT 
SACRAMENTO 
CA  95828- 

Telephone: 
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HAZARDOUS  MATERIAL  SPILL  REPORT 


Map  Status:  IM  SEARCH  AREA  -  SITE  MAPPED  (REFER  TO  MAP  #)  f 

Map  Number:  608S1  Report  Number:  91o2273 

Date  Spill  Was  Reported:  02/04/1991 
Date  Of  Spill:  02/03/1991 

Spill  Location: 

8360  ELDER  CREEK  RD  (INDUSTRIAL  AREA) 


City:  SACRAMENTO 
county:  SACRAMENTO 


Zip  Code:  95828~ 


Material  And  Amount  Spilled 

PROPANE  UNKNOWN  OTHER 
UNKNOWN 


Environments  Possibly  Effected  By  The  Spill: 
STORM  DRAIN  INTO  MORRISON  CREK 


Agencies  Notified  Of  Spill: 


CAOES  #15254 /DFG/RWQCB/LANDS 


Action  Taken:  FO  &  PD  ON  SCENE.  CLOSED  VALVE. 


Description:  QUANTITY  =  3,000  CU  FT. 


Comments:  FD  DETERMINED  THAT  READINGS  REFLECT  NO  DANGER  TO  WATER 
SUPPLY 


Potentially  Responsible  Party  Information®*** 
PRP:  UNKNOWN 


Telephone: 
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HAZARDOUS  MATERIAL  SPILL  REPORT 


Map  Status:  LOCATION  UmOIOMM  -  SITE  MOT  MAPPED  (DISREGARD  MAP  #) 

Map  Number:  3447S9  Report  Number:  01918 

Date  Spill  Was  Reported:  02/09  1989 
Date  Of  Spill:  02/09  1989 

Spill  Location: 

WEST  DITCH  ON  BOUNDARY  OF  BASE 

City:  Zip  Code: 

County:  SACRAMENTO 

Material  And  Amount  Spilled 
UNKNOWN  OIL  SHEEN  UNKNOWN  Amount 

Environments  Possibly  Effected  By  The  Spill: 

WEST  DITCH 

Agencies  Notified  Of  Spill:  CA  OES,  COUNTY 
Action  Taken:  LOCAL  AGENCIES  0/S  AMD  INVESTIGATING  SOURCE 
Description:  UNKNOWN/UNKNOWN  INVESTIGATING  SOURCE  OF  SHEEN 
Comments : 

Potentially  Responsible  Party  Information=«== 

PRP: 


Telephone: 
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CALIFORNIA  FACILITY  INVENTORY 
REGISTERED  UNDERGROUND  STORAGE  TANK  REPORT 


Map  Status:  ADVISORY  ONLY  -  SITE  NOT  MAPPED  (DISREGARD  MAP  #) 

Nap  Number:  34000922  State  ID  Number:  34000922 

Facility  Address:  8780  FRUITRIDGE  RD 
City:  SACRAMENTO 
zip  Code:  95821 

California  Regulatory  and  Permit  Coverage  For  The  Facility 

A  "Y”  Flag  indicates  the  facility  is  under  regulatory  activity  for 
the  program  office. 

CORTESE  FLAG  -  Faclity  appears  in  the  CORTESE  (cleanup)  system: 

A1025  -  (Air)  Emissions  Data  System - :  (Less  than  25  tons) 

AGT25  -  (Air)  Emissions  Data  System - :  (More  than  25  tons) 

AIRS  -  (Air)  EPA  Permitted  AIR  Facility: 

CALNF  -  CALSITE  facility  no  further  action: 

CALSI  -  An  active  CALSITE  facility - : 

DTSCD  -  A  facility  with  STATE  enforcement  activity: 

FDOCK  -  A  facility  with  EPA  enforcement  activity — : 

HWIS  -  State  permitted  hazardous  waste  facility:  Y 

lUR  -  Chemical  manufacturer  in  the  Inventory  Update  report: 

LTANK  -  Leaking  UST  at  the  site - : 

UTANK  -  Registered  UST  at  the  site:  Y 

MNFST  -  Facility  has  manifested  hazardous  waste  offsite: 

PCS  -  Facility  in  NPDES  reporting  in  the  Permit  Compliance  System: 

PEST  “  Facility  permitted  for  Pesticides: 

SWISE  -  Facility  is  designated  a  landfill - : 

SWISP  -  Facility  is  designated  a  landfill - : 

SWISU  -  Facility  is  designated  a  landfill - : 

WB-LF  -  Sanitary  landfill  with  groundwater  contamination: 

SWRCB  -  Facility  discharging  into  surface  waters  under  STATE: 

WDSE  -  Waste  discharging  facility  with  an  enforcement  history: 
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CALIFORNIA  FACILITY  INVENTORY 
REGISTERED  UNDERGROUND  STORAGE  TANK  REPORT 


Map  Status:  ADVISORY  ONLY  >  SITE  MOT  MAPPED  (DISREGARD  MAP  #) 

Map  Nuiober:  34005279  State  ID  Number:  34005279 

Facility  Address:  4400  FLORIN-PERKINS  RD 
City:  SACRAMENTO 
Zip  Code:  95826 

California  Regulatory  and  Permit  Coverage  For  The  Facility 

A  "Y"  Flag  indicates  the  facility  is  under  regulatory  activity  for 
the  program  office. 

CORTESE  FLAG  -  Faclity  appears  in  the  CORTESE  (cleanup)  system: 

A1025  -  (Air)  Emissions  Data  System - :  (Less  than  25  tons) 

AGT25  -  (Air)  Emissions  Data  System - :  (More  than  25  tons) 

AIRS  -  (Air)  EPA  Permitted  AIR  Facility: 

CALNF  -  CALSITE  facility  no  further  action: 

CALSI  -  An  active  CALSITE  facility— - : 

DTSCD  -  A  facility  with  STATE  enforcement  activity: 

FDOCK  -  A  facility  with  EPA  enforcement  activity — : 

HWIS  >  States  permitted  hazardous  waste  facility: 

lUR  -  Chemical  manufacturer  in  the  Inventory  Update  report: 

LTANK  -  Leaking  UST  at  the  site - ; 

UTANK  -  Registered  UST  at  the  site:  Y 

MNFST  -  Facility  has  manifested  hazardous  waste  offsite: 

PCS  -  Facility  in  NPDES  reporting  in  the  Permit  Compliance  System: 

PEST  -  Facility  permitted  for  Pesticides: 

SWISE  -  Facility  is  designated  a  landfill - : 

SWISP  -  Facility  is  designated  a  landfill - : 

SWISU  -  Facility  is  designated  a  landfill - : 

WB-LF  -  Sanitary  landfill  with  groundwater  contamination: 

SWRCB  -  Facility  discharging  into  surface  waters  under  STATE: 

WDSE  -  Waste  discharging  facility  with  an  enforcement  history: 
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CALIFORNIA  FACILITY  INVENTORY 
REGISTERED  UNDERGROUND  STORAGE  TANK  REPORT 


Map  Status:  ADVISORY  ONLY  -  SITE  MOT  MAPPED  (DISREGARD  MAP  #) 

Map  Nvunber:  34005567  State  ID  Number:  34005567 

Facility  Address:  8766  FRUITRIDGE  RD 
City:  SACRAMENTO 
zip  Code:  95826 

California  Regulatory  and  Permit  Coverage  For  The  Facility 

A  "Y"  Flag  indicates  the  facility  is  under  regulatory  activity  for 
the  program  office. 

CORTESE  FLAG  -  Faclity  appears  in  the  CORTESE  (cleanup)  system: 

A1025  -  (Air)  Emissions  Data  System - :  (Less  than  25  tons) 

AGT25  -  (Air)  Emissions  Data  System - :  (More  than  25  tons) 

AIRS  -  (Air)  EPA  Permitted  AIR  Facility: 

CALNF  -  CALSITE  facility  no  further  action: 

CALSI  -  An  active  CALSITE  facility - : 

DTSCD  -  A  facility  with  STATE  enforcement  activity: 

FDOCK  -  A  facility  with  EPA  enforcement  activity — : 

HWIS  -  State  permitted  hazardous  waste  facility: 

lUR  -  Chemical  manufacturer  in  the  Inventory  Update  report: 

LTANK  -  Leaking  UST  at  the  site - : 

UTANK  -  Registered  UST  at  the  site:  Y 

MNFST  -  Facility  has  manifested  hazardous  waste  offsite: 

PCS  -  Facility  in  NPDES  reporting  in  the  Permit  Compliance  System: 

PEST  ■*  Facility  permitted  for  Pesticides: 

SWISE  -  Facility  is  designated  a  landfill - : 

SWISP  -  Facility  is  designated  a  landfill - : 

SWISU  -  Facility  is  designated  a  landfill - : 

WB-LF  -  Sanitary  landfill  with  groundwater  contamination: 

SWRCB  -  Facility  discharging  into  surface  waters  under  STATE: 

WDSE  -  Waste  discharging  facility  with  an  enforcement  history: 
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CALIFORNIA  FACILITY  INVENTORY 
REGISTERED  UNDERGROUND  STORAGE  TANK  REPORT 


Map  status:  ZM  SEARCH  AREA  -  SITE  MAPPED  (REFER  TO  MAP  #) 

Map  Number:  34000052  State  ID  Niamber:  34000052 

Facility  Address:  8301  FRUITRIDGE 
City:  SACRAMENTO 
Zip  Code:  95826 

California  Regulatory  and  Permit  Coverage  For  The  Facility 

A  "Y”  Flag  indicates  the  facility  is  under  regulatory  activity  for 
the  program  office. 

CORTESE  FLAG  -  Faclity  appears  in  the  CORTESE  (cleanup)  system:  Y 

A1025  -  (Air)  Emissions  Data  System - :  (Less  than  25  tons) 

AGT25  -  (Air)  Emissions  Data  System - :  (More  than  25  tons) 

AIRS  -  (Air)  EPA  Permitted  AIR  Facility: 

CALNF  -  CALSITE  facility  no  further  action: 

CALSI  -  An  active  CALSITE  facility - : 

DTSCD  -  A  facility  with  STATE  enforcement  activity: 

FDOCK  -  A  facility  with  EPA  enforcement  activity—: 

HWIS  -  State  permitted  hazardous  waste  facility:  Y 

lUR  -  Chemical  manufacturer  in  the  Inventory  Update  report: 

LTANK  -  Leaking  UST  at  the  site - :  Y 

UTANK  -  Registered  UST  at  the  site:  Y 

MNFST  -  Facility  has  manifested  hazardous  waste  offsite: 

PCS  -  Facility  in  NPDES  reporting  in  the  Permit  Compliance  System: 

PEST  -  Facility  permitted  for  Pesticides: 

SWISE  -  Facility  is  designated  a  landfill - : 

SWISP  -  Facility  is  designated  a  landfill - : 

SWISU  -  Facility  is  designated  a  landfill - : 

WB-LF  -  Sanitary  landfill  with  groundwater  contamination: 

SWRCB  -  Facility  discharging  into  surface  waters  under  STATE: 

WDSE  -  Waste  discharging  facility  with  an  enforcement  history: 
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CALIFORNIA  FACILITY  INVENTORY 
REGISTERED  UNDERGROUND  STORAGE  TANK  REPORT 


Map  Status:  IN  SEARCH  AREA  -  SITE  MAPPED  (REFER  TO  MAP  #) 

Hap  Number:  34000579  State  ID  Number:  34000579 

Facility  Address:  5999  POWER  INN  RD 
City:  SACRAMENTO 
Zip  Code:  95824 

California  Regulatory  and  Permit  Coverage  For  The  Facility 

A  "Y"  Flag  indicates  the  facility  is  under  regulatory  activity  for 
the  program  office. 

CORTESE  FLAG  -  Faclity  appears  in  the  CORTESE  (cleanup)  system: 

A1025  (Air)  Emissions  Data  System - :  (Less  than  25  tons) 

AGT25  -  (Air)  Emissions  Data  System - :  (More  than  25  tons) 

AIRS  -  (Air)  EPA  Permitted  AIR  Facility: 

CALNF  -  CALSITE  facility  no  further  action:  Y 
CALSI  -  An  active  CALSITE  facility - : 

DTSCD  -  A  facility  with  STATE  enforcement  activity: 

FDOCK  -  A  facility  with  EPA  enforcement  activity — : 

HHIS  -  State  permitted  hazardous  waste  facility:  Y 

lUR  ~  Chemical  manufacturer  in  the  Inventory  Update  report: 

LTANK  -  Leaking  UST  at  the  site - : 

UTANK  -  Registered  UST  at  the  site:  Y 

MNFST  -  Facility  has  manifested  hazardous  waste  offsite: 

PCS  -  Facility  in  NPDES  reporting  in  the  Permit  Compliance  System: 

PEST  -  Facility  permitted  for  Pesticides: 

SHISE  -  Facility  is  designated  a  landfill - : 

SWISP  -  Facility  is  designated  a  landfill - : 

SWISU  -  Facility  is  designated  a  landfill - : 

WB-LF  -  Sanitary  landfill  with  groundwater  contamination: 

SWRCB  -  Facility  discharging  into  surface  waters  under  STATE: 

WDSE  *>  Waste  discharging  facility  with  an  enforcement  history: 
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CALIFORNIA  FACILITY  INVENTORY 
REGISTERED  UNDERGROUND  STORAGE  TANK  REPORT 


Map  Status:  IN  SEARCH  AREA  -  SITE  MAPPED  (REFER  TO  MAP  #) 

Map  Number:  34001001  State  ID  Number:  34001001 

Facility  Address:  8295  FRUITRIDGE 
City:  SACRAMENTO 
Zip  Code:  95826 

California  Regulatory  and  Permit  Coverage  For  The  Facility 

A  "Y**  Flag  indicates  the  facility  is  under  regulatory  activity  for 
the  program  office. 

CORTESE  FLAG  -  Faclity  appears  in  the  CORTESE  (cleanup)  system: 

A1025  -  (Air)  Emissions  Data  System - :  (Less  than  25  tons) 

AGT25  -  (Air)  Emissions  Data  System - :  (More  than  25  tons) 

AIRS  -  (Air)  EPA  Permitted  AIR  Facility: 

CALNF  -  CALSITE  facility  no  further  action: 

CALSI  -  An  active  CALSITE  facility - : 

DTSCD  -  A  facility  with  STATE  enforcement  activity: 

FDOCK  -  A  facility  with  EPA  enforcement  activity — : 

HWIS  -  State  permitted  hazardous  waste  facility:  Y 

lUR  ~  Chemical  manufacturer  in  the  Inventory  Update  report: 

LTANK  -  Leaking  UST  at  the  site - : 

UTANK  -  Registered  UST  at  the  site:  Y 

MNFST  ->  Facility  has  manifested  hazardous  waste  offsite:  Y 

PCS  -  Facility  in  NPDES  reporting  in  the  Permit  Compliance  System: 

PEST  -  Facility  permitted  for  Pesticides: 

SWISE  -  Facility  is  designated  a  landfill - : 

SWISP  -  Facility  is  designated  a  landfill - : 

SWISU  -  Facility  is  designated  a  landfill - : 

WB-LF  -  Sanitary  landfill  with  groundwater  contamination: 

SWRCB  -  Facility  discharging  into  surface  waters  under  STATE: 

WDSE  -  Waste  discharging  facility  with  an  enforcement  history: 
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CALIFORNIA  FACILITY  INVENTORY 
REGISTERED  UNDERGROUND  STORAGE  TANK  REPORT 


MAP  Status:  IN  SEARCH  AREA  -  SITE  MAPPED  (REFER  TO  MAP  #) 

Map  Number:  34001433  State  ID  Number:  34001433 

Facility  Address:  8201  FRUITRIDGE  RD 
City:  SACRAMENTO 
Zip  Code:  95813 

California  Regulatory  and  Permit  Coverage  For  The  Facility 

A  "Y"  Flag  indicates  the  facility  is  under  regulatory  activity  for 
the  program  office. 

CORTESE  FLAG  -  Faclity  appears  in  the  CORTESE  (cleanup)  system: 

A102S  -  (Air)  Emissions  Data  System - :  (Less  than  25  tons) 

AGT25  o  (Air)  Emissions  Data  System - :  Y  (More  than  25  tons) 

AIRS  -  (Air)  EPA  Permitted  AIR  Facility: 

CALNF  -  CALSITE  facility  no  further  action: 

CALSI  -  An  active  CALSITE  facility - : 

DTSCD  -  A  facility  with  STATE  enforcement  activity: 

FDOCK  -  A  facility  with  EPA  enforcement  activity--: 

HWIS  -  State  permitted  hazardous  waste  facility:  Y 

lUR  -  Chemical  manufacturer  in  the  Inventory  Update  report: 

LTANK  -  Leaking  UST  at  the  site - : 

UTANK  -  Registered  UST  at  the  site:  Y 

MNFST  -  Facility  has  manifested  hazardous  waste  offsite:  Y 

PCS  -  Facility  in  NPDES  reporting  in  the  Permit  Compliance  System: 

PEST  -  Facility  permitted  for  Pesticides: 

SHISE  -  Facility  is  designated  a  landfill - : 

SHISP  -  Facility  is  designated  a  landfill - : 

SWISU  -  Facility  is  designated  a  landfill - : 

WB-LF  -  Sanitary  landfill  with  groundwater  contamination: 

SWRCB  -  Facility  discharging  into  surface  waters  under  STATE: 

WDSE  -  Waste  discharging  facility  with  an  enforcement  history: 
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CALIFORNIA  FACILITY  INVENTORY 
REGISTERED  UNDERGROUND  STORAGE  TANK  REPORT 


Map  Status:  ZM  SEARCH  AREA  -  SITE  MAPPED  (REFER  TO  MAP  #) 

Map  Nximber:  34001718  State  ID  Number:  34001718 

Facility  Address:  8536  ELDER  CREEK  RD 
City:  SACRAMENTO 
Zip  Code:  95828 

California  Regulatory  and  Permit  Coverage  For  The  Facility 

A  "Y"  Flag  indicates  the  facility  is  under  regulatory  activity  for 
the  program  office. 

CORTESE  FLAG  -  Faclity  appears  in  the  CORTESE  (cleanup)  system: 

A1025  ~  (Air)  Emissions  Data  System - :  (Less  than  25  tons) 

AGT25  -  (Air)  Emissions  Data  System - :  (More  than  25  tons) 

AIRS  -  (Air)  EPA  Permitted  AIR  Facility: 

CALNF  -  CALSITE  facility  no  further  action: 

CALSI  -  An  active  CALSITE  facility - - — : 

DTSCD  >  A  facility  with  STATE  enforcement  activity: 

FDOCK  -  A  facility  with  EPA  enforcement  activity — : 

HWIS  •  State  permitted  hazardous  waste  facility:  Y 

lUR  Chemical  manufacturer  in  the  Inventory  Update  report: 

LTANK  -  Leaking  UST  at  the  site - : 

UTANK  -  Registered  UST  at  the  site:  Y 

MNFST  -  Facility  has  manifested  hazardous  waste  offsite: 

PCS  -  Facility  in  NPDES  reporting  in  the  Permit  Compliance  System: 

PEST  -  Facility  permitted  for  Pesticides: 

SWISE  -  Facility  is  designated  a  landfill - : 

SWISP  -  Facility  is  designated  a  landfill - : 

SWISU  -  Facility  is  designated  a  landfill - : 

WB-LF  -  Sanitary  landfill  with  groundwater  contzunination: 

SMRCB  -  Facility  discharging  into  surface  waters  \mder  STATE: 

WDSE  -  Waste  discharging  facility  with  an  enforcement  history: 


Page  8 


CALIFOBinA  PACXLZry  ZlIVKilTORY 
RB6ISTERED  UMDERGROUNO  STORAGE  TAKE  REPORT 


Map  Statusi  ZM  SEARCH  AREA  -  SITE  MAPPED  (REFER  TO  MAP  #) 

Nap  Nunbar:  34001963  State  ID  Nuaber:  34001963 

Facility  Address:  8350  FRUITRIOGE  RD 
City:  SACRAMENTO 
Zip  Code:  95826 

California  Regulatory  and  Permit  Coverage  For  The  Facility 

A  "y  Flag  indicates  the  facility  is  under  regulatory  activity  for 
the  program  office. 

CORTESE  FLAG  -  Faclity  appears  in  the  CORTESE  (cleanup)  system:  ¥ 

A1025  -  (Air)  Emissions  Data  System - :  Y  (Less  than  25  tons) 

AGT25  -  (Air)  Emissions  Data  System - :  (More  than  25  tons) 

AIRS  -  (Air)  EPA  Pexmitted  AIR  Facility: 

CALNF  -  CALSITE  facility  no  further  action: 

CALSI  -  An  active  CALSITE  facility - :  Y 

DTSCD  -  A  facility  with  STATE  enforcement  activity:  Y 
FDOCK  -  A  facility  with  EPA  enforcement  activity — : 

HHIS  -  State  permitted  hazardous  waste  facility:  Y 

lUR  >  Chemical  manufacturer  in  the  Inventory  Update  report: 

LTANK  -  Leaking  DST  at  the  site - :  Y 

UTANK  -  Registered  UST  at  the  site:  Y 

MNFST  -  Facility  has  manifested  hazardous  waste  offsite:  Y 

PCS  **  Facility  in  NPDES  reporting  in  the  Permit  Compliance  System: 

PEST  *>  Facility  permitted  for  Pesticides: 

SWISE  -  Facility  is  designated  a  landfill - : 

SWISP  -  Facility  is  designated  a  landfill - : 

SWISU  -  Facility  is  designated  a  landfill - : 

WB-LF  -  Sanitary  landfill  with  groundwater  conteunination: 

SMRCB  -  Facility  discharging  into  stirface  waters  \inder  STATE: 

WDSE  -  Waste  discharging  facility  with  an  enforcement  history: 
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CALIFORNIA  FACILITY  INVENTORY 
REGISTERED  UNDERGROUND  STORAGE  TANK  REPORT 


llAp  Status:  IN  SEARCH  AREA  -  SITE  MAPPED  (REPER  TO  MAP  #) 

Map  Number:  34002229  State  ID  Ntuaber:  34002229 

Facility  Address:  5555  FLORIN  PERKINS  RD 
City:  SACRAMENTO 
Zip  Code:  95670 

California  Regulatory  and  Permit  Coverage  For  The  Facility 

A  "Y"  Flag  indicates  the  facility  is  under  regulatory  activity  for 
the  program  office. 

CORTESE  FLAG  -  Faclity  appears  in  the  CORTESE  (cleanup)  system: 

A1025  -  (Air)  Emissions  Data  System - :  (Less  than  25  tons) 

AGT25  -  (Air)  Emissions  Data  System - :  (More  than  25  tons) 

AIRS  -  (Air)  EPA  Permitted  AIR  Facility: 

CALNF  -  CALSITE  facility  no  fturther  action: 

CALSI  -  An  active  CALSITE  facility - : 

DTSCD  '  A  facility  with  STATE  enforcement  activity: 

FDOCK  -  A  facility  with  EPA  enforcement  activity — : 

HWIS  -  State  permitted  hazardous  waste  facility:  Y 

lUR  -  Chemical  manufacturer  in  the  Inventory  Update  report: 

LTANK  -  Leaking  UST  at  the  site - : 

UTANK  -  Registered  UST  at  the  site:  Y 

MNFST  -  Facility  has  manifested  hazardous  waste  offsite:  Y 

PCS  -  Facility  in  NPDES  reporting  in  the  Permit  Compliance  System: 

PEST  -  Facility  permitted  for  Pesticides: 

SWISE  -  Facility  is  designated  a  landfill - : 

SWISP  -  Facility  is  designated  a  landfill - : 

SWISU  -  Facility  is  designated  a  landfill - : 

WB-LF  -  Sanitary  landfill  with  groundwater  contamination: 

SWRCB  -  Facility  discharging  into  surface  waters  vinder  STATE: 

WDSE  -  Waste  discharging  facility  with  an  enforcement  history: 
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CALZrOBIlIA  FACILITY  mVENTORY 
REGISTERED  miDCRGROCmD  STORAGE  TANK  REPORT 


Map  Status:  ZM  8BERCE  AREA  -  SITE  MAPPED  (REFER  TO  MAP  #) 

Map  Number:  34002813  State  ID  Number:  34002813 

Facility  Address:  7900  FRUITRIOGE  RD 
City:  SACRAMENTO 
Zip  Code:  95820 

California  Regulatory  and  Permit  Coverage  For  The  Facility 

A  "Y"  Flag  indicates  the  facility  is  under  regulatory  activity  for 
the  progreun  office. 

CORTESE  FLAG  -  Faclity  appears  in  the  CORTESE  (cleanup)  system: 

A1025  -  (Air)  Emissions  Data  System - :  (Less  than  25  tons) 

AGT25  >  (Air)  Emissions  Data  System - :  (More  than  25  tons) 

AIRS  -  (Air)  EPA  Permitted  AIR  Facility: 

CALNF  -  CALSITE  facility  no  further  action: 

CALSI  -  An  active  CALSITE  facility - : 

DTSCD  -  A  facility  with  STATE  enforcement  activity: 

FDOCK  -  A  facility  with  EPA  enforcement  activity—: 

HWIS  -  State  permitted  hazardous  waste  facility:  Y 

lUR  -  Chemical  manufacturer  in  the  Inventory  Update  report: 

LTANK  -  Leaking  UST  at  the  site — 

DTANK  -  Registered  UST  at  the  site:  Y 

MNFST  >  Facility  has  manifested  hazardous  waste  offsite: 

PCS  >  Facility  in  NPDES  reporting  in  the  Permit  Compliance  System: 

PEST  -  Facility  permitted  for  Pesticides: 

SWISE  -  Facility  is  designated  a  landfill - : 

SWISP  -  Facility  is  designated  a  landfill - : 

SWISU  -  Facility  is  designated  a  landfill - : 

NB-LF  -  Sanitary  landfill  with  groundwater  contamination: 

SNRCB  **  Facility  discharging  into  surface  waters  under  STATE: 

WDSE  -  Waste  discharging  facility  with  an  enforcement  history: 
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CALIFORNIA  FACILITY  INVENTORY 
REGISTERED  UNDERGROUND  STORAGE  TANK  REPORT 


Map  status:  ZM  SEARCH  AREA  -  SITE  MAPPED  (REFER  TO  MAP  #) 

Map  Number:  34003467  State  ID  Number:  34003467 

Facility  Address:  8732  FRUITRIDGE  RD 
City:  SACRAMENTO 
Zip  Code:  95826 

California  Regulatory  and  Permit  coverage  For  The  Facility 

A  "Y"  Flag  indicates  the  facility  is  under  regulatory  activity  for 
the  program  office. 

CORTESE  FLAG  -  Faclity  appears  in  the  CORTESE  (cleanup)  system: 

A1025  -  (Air)  Emissions  Data  System - :  (Less  than  25  tons) 

AGT25  -  (Air)  Emissions  Data  System - :  (More  than  25  tons) 

AIRS  -  (Air)  EPA  Permitted  AIR  Facility: 

CALNF  CALSITE  facility  no  further  action: 

CALSI  -  An  active  CALSITE  facility - : 

DTSCD  -  A  facility  with  STATE  enforcement  activity: 

FDOCK  -  A  facility  with  EPA  enforcement  activity—: 

HWIS  >  State  permitted  hazardous  waste  facility:  Y 

lUR  -  Chemical  manufacturer  in  the  Inventory  Update  report: 

LTANK  -  Leaking  UST  at  the  site—: 

UTANK  -  Registered  UST  at  the  site:  Y 

MNFST  -  Facility  has  manifested  hazardous  waste  offsite: 

PCS  -  Facility  in  NPDES  repoirting  in  the  Permit  Compliance  System: 

PEST  -  Facility  permitted  for  Pesticides: 

SWISE  -  Facility  is  designated  a  landfill - : 

SWISP  -  Facility  is  designated  a  landfill - : 

SWISU  -  Facility  is  designated  a  landfill - : 

WB-LF  -  Sanitary  landfill  with  groundwater  contamination: 

SNRCB  -  Facility  discharging  into  surface  waters  under  STATE: 

WDSE  -  Waste  discharging  facility  with  an  enforcement  history: 
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CALIFORNIA  FACILITY  INVENTORY 
REGISTERED  UNDERGROUND  STORAGE  TANK  REPORT 


Map  Status:  IN  SEARCH  AREA  -  SITE  MAPPED  CRBFBR  TO  MAP  #) 

Map  Number:  34003664  State  ID  Nimber:  34003664 

Facility  Ad<lress:  8720  FRUITRIDGE  RD 
City:  SACRAMENTO 
Zip  Code:  0 

California  Regulatory  and  Permit  Coverage  For  The  Facility 

A  nyn  Flag  indicates  the  facility  is  under  regulatory  activity  for 
the  program  office. 

CORTESE  FLAG  -  Faclity  appears  in  the  CORTESE  (cleanup)  system:  Y 

A1025  (Air)  Emissions  Data  System - :  (Less  than  25  tons) 

AGT25  -  (Air)  Emissions  Data  System - :  (More  than  25  tons) 

AIRS  -  (Air)  EPA  Permitted  AIR  Facility: 

CALNF  -  CALSITE  facility  no  further  action: 

CALSI  -  An  active  CALSITE  facility - : 

DTSCD  -  A  facility  with  STATE  enforcement  activity: 

FDOCK  -  A  facility  with  EPA  enforcement  activity—: 

HWIS  -  State  permitted  hazardous  waste  facility:  Y 

lUR  >  Chemical  manufacturer  in  the  Inventory  Update  report: 

LTANK  -  Leaking  UST  at  the  site - :  Y 

UTANK  -  Registered  UST  at  the  site:  Y 

MNFST  »  Facility  has  manifested  hazardous  waste  offsite: 

PCS  -  Facility  in  NPDES  reporting  in  the  Permit  Compliance  System: 

PEST  -  Facility  permitted  for  Pesticides: 

SHISE  -  Facility  is  designated  a  landfill - : 

SWISP  -  Facility  is  designated  a  landfill - : 

SHISU  -  Facility  is  designated  a  landfill - : 

WB-LF  -  Sanitary  landfill  with  groundwater  contamination: 

SWRCB  -  Facility  discharging  into  surface  waters  under  STATE: 

WDSE  -  Waste  discharging  facility  with  an  enforcement  history: 
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CALIFORNIA  FACILITY  INVENTORY 
REGISTERED  UNDERGROUND  STORAGE  TANK  REPORT 


Map  Status:  IN  SEARCH  AREA  >  SITE  MAPPED  (REFER  TO  MAP  #) 

Map  Nvunber:  34004526  State  ID  Number:  34004526 

Facility  Address:  8550  FRUITRIDGE  RD 
City:  SACRAMENTO 
Zip  Code:  0 

California  Regulatory  and  Permit  Coverage  For  The  Facility 

A  "Y"  Flag  indicates  the  facility  is  under  regulatory  activity  for 
the  program  office. 

CORTESE  FLAG  -  Faclity  appears  in  the  CORTESE  (cleanup)  system:  Y 

A1025  -  (Air)  Emissions  Data  System - :  (Less  than  25  tons) 

AGT25  -  (Air)  Emissions  Data  System - :  (More  than  25  tons) 

AIRS  -  (Air)  EPA  Peirmitted  AIR  Facility: 

CALNF  -  CALSITE  facility  no  further  action: 

CALSI  -  An  active  CALSITE  facility - : 

DTSCD  -  A  facility  with  STATE  enforcement  activity: 

FDOCK  -  A  facility  with  EPA  enforcement  activity — : 

HWIS  -  State  permitted  hazardous  waste  facility: 

lUR  -  Chemical  manufacturer  in  the  Inventory  Update  report: 

LTANK  -  Leaking  UST  at  the  site - :  Y 

UTANK  -  Registered  UST  at  the  site:  Y 

MNFST  -  Facility  has  manifested  hazardous  waste  offsite: 

PCS  -  Facility  in  NPDES  reporting  in  the  Permit  Compliance  System: 

PEST  -  Facility  permitted  for  Pesticides: 

SWISE  -  Facility  is  designated  a  landfill - : 

SWISP  -  Facility  is  designated  a  landfill - : 

SWISU  -  Facility  is  designated  a  landfill - : 

WB-LF  -  Sanitary  landfill  with  groundwater  contamination: 

SNRCB  -  Facility  discharging  into  surface  waters  under  STATE: 

WDSE  -  Waste  discharging  facility  with  an  enforcement  history: 
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CALIFORNIA  FACILITY  INVENTORY 
REGISTERED  UNDERGROUND  STORAGE  TANK  REPORT 


Map  Status:  IN  SEARCH  AREA  -  SITE  MAPPED  (REFER  TO  MAP  #) 

Map  Number:  34004658  state  ID  Number:  34004658 

Facility  Address:  5294  083RO  ST 

City:  SACRAMENTO 
Zip  Code:  95826 

California  Regulatory  and  Permit  Coverage  For  The  Facility 

A  "Y"  Flag  indicates  the  facility  is  under  regulatory  activity  for 
the  program  office. 

CORTESE  FLAG  -  Faclity  appears  in  the  CORTESE  (cleanup)  system: 

A1025  -  (Air)  Emissions  Data  System - :  (Less  than  25  tons) 

AGT25  >  (Air)  Emissions  Data  System - :  (More  than  25  tons) 

AIRS  -  (Air)  EPA  Permitted  AIR  Facility: 

CALNF  -  CALSITE  facility  no  further  action: 

CALSI  -  An  active  CALSITE  facility - : 

DTSCD  -  A  facility  with  STATE  enforcement  activity: 

FDOCK  -  A  facility  with  EPA  enforcement  activity — : 

HWIS  -  State  permitted  hazardous  waste  facility: 

lUR  -  Chemical  manufacturer  in  the  Inventory  Update  report: 

LTANK  -  Leaking  UST  at  the  site - : 

UTANK  -  Registered  UST  at  the  site:  Y 

MNFST  -  Facility  has  manifested  hazardous  waste  offsite: 

PCS  -  Facility  in  NPDES  reporting  in  the  Permit  Compliance  System: 

PEST  -  Facility  permitted  for  Pesticides: 

SWISE  -  Facility  is  designated  a  landfill - : 

SWISP  -  Facility  is  designated  a  landfill - : 

SWISU  -  Facility  is  designated  a  landfill - : 

WB-LF  -  Sanitary  landfill  with  groundwater  contamination: 

SWRCB  >  Facility  discharging  into  surface  waters  under  STATE: 

WDSE  -  Waste  discharging  facility  with  an  enforcement  history: 
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CALIFORNIA  FACILITY  INVENTORY 
REGISTERED  UNDERGROUND  STORAGE  TANK  REPORT 


Map  Status:  IN  SEARCH  AREA  -  SITE  MAPPED  (REFER  TO  MAP  #) 

Map  Number:  34004671  State  ID  Number:  34004671 

Facility  Address:  6101  SKY  GREEK  DR 
City:  SACRAMENTO 
Zip  Code:  95828 

California  Regulatory  and  Permit  Coverage  For  The  Facility 

A  "Y”  Flag  indicates  the  facility  is  under  regulatory  activity  for 
the  program  office. 

CORTESE  FLAG  -  Faclity  appears  in  the  CORTESE  (cleanup)  system: 

A1025  -  (Air)  Emissions  Data  System - :  (Less  than  25  tons) 

AGT25  -  (Air)  Emissions  Data  System - :  (More  than  25  tons) 

AIRS  -  (Air)  EPA  Permitted  AIR  Facility: 

CALNF  -  CALSITE  facility  no  further  action: 

CALSI  -  An  active  CALSITE  facility - : 

DTSCD  -  A  facility  with  STATE  enforcement  activity: 

FDOCK  -  A  facility  with  EPA  enforcement  activity — : 

HWIS  >  State  permitted  hazardous  waste  facility: 

lUR  -  Chemical  manufacturer  in  the  Inventory  Update  report: 

LTANK  -  Leaking  UST  at  the  site - : 

UTANK  -  Registered  UST  at  the  site:  Y 

MNFST  -  Facility  has  manifested  hazardous  waste  offsite: 

PCS  -  Facility  in  NPDES  reporting  in  the  Permit  Compliance  System: 

PEST  -  Facility  permitted  for  Pesticides: 

SWISE  -  Facility  is  designated  a  landfill - : 

SWISP  -  Facility  is  designated  a  landfill - : 

SWISU  -  Facility  is  designated  a  landfill - : 

WB-LF  -  Sanitary  landfill  with  groundwater  contamination: 

SWRCB  -  Facility  discharging  into  surface  waters  under  STATE: 

WDSE  --  Waste  discharging  facility  with  an  enforcement  history: 
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CALIFORNIA  FACILITY  INVENTORY 
REGISTERED  UNDERGROUND  STORAGE  TANK  REPORT 


Map  Status:  IN  SEARCH  AREA  -  SITE  MAPPED  (REFER  TO  MAP  #) 

Hap  Number:  34004677  State  ID  Number:  34004677 

Facility  Address:  8435  024TH  AVE 

City:  SACRAMENTO 
Zip  Code:  95828 

California  Regulatory  and  Permit  Coverage  For  The  Facility 

A  "Y**  Flag  indicates  the  facility  is  under  regulatory  activity  for 
the  program  office. 

CORTESE  FLAG  -  Faclity  appears  in  the  CORTEGE  (cleanup)  system: 

A1025  -  (Air)  Emissions  Data  System - :  (Less  than  25  tons) 

AGT25  -  (Air)  Emissions  Data  System - :  (More  than  25  tons) 

AIRS  -  (Air)  EPA  Permitted  AIR  Facility: 

CALNF  -  CALSITE  facility  no  further  action: 

CALSI  -  An  active  CALSITE  facility - . - : 

DTSCD  -  A  facility  with  STATE  enforcement  activity: 

FDOCK  -  A  facility  with  EPA  enforcement  activity—: 

HWIS  -  State  permitted  hazardous  waste  facility: 

lUR  -  Chemical  manufacturer  in  the  Inventory  Update  report: 

LTANK  -  Leaking  UST  at  the  site - : 

UTANK  ~  Registered  UST  at  the  site:  Y 

MNFST  -  Facility  has  manifested  hazardous  waste  offsite: 

PCS  -  Facility  in  NPDES  reporting  in  the  Permit  Compliance  System: 

PEST  -  Facility  permitted  for  Pesticides: 

SHISE  -  Facility  is  designated  a  landfill - : 

SWISP  -  Facility  is  designated  a  landfill - : 

SWISU  -  Facility  is  designated  a  landfill - : 

WB-LF  -  Sanitary  landfill  with  groundwater  contamination: 

SNRCB  -  Facility  discharging  into  surface  waters  under  STATE: 

WDSE  -  Waste  discharging  facility  with  an  enforcement  history: 


Page  17 


CALIFORNIA  FACILITY  INVENTORY 
REGISTERED  UNDERGROUND  STORAGE  TANK  REPORT 


Map  Status:  IN  SEARCH  AREA  >  SITE  MAPPED  (REFER  TO  MAP  #) 

Map  Number:  34004697  State  ID  Number:  34004697 

Facility  Address:  5601  WILKINSON  ST 
City:  SACRAMENTO 
Zip  Code:  95827 

California  Regulatory  and  Permit  Coverage  For  The  Facility 

A  Myn  Flag  indicates  the  facility  is  under  regulatory  activity  for 
the  program  office. 

CORTESE  FLAG  -  Faclity  appears  in  the  CORTESE  (cleanup)  system: 

A1025  -  (Air)  Emissions  Data  System - :  (Less  than  25  tons) 

AGT25  -  (Air)  Emissions  Data  System - :  (More  than  25  tons) 

AIRS  -  (Air)  EPA  Permitted  AIR  Facility: 

CALNF  -  CALSITE  facility  no  fiurther  action: 

CALSI  -  An  active  CALSITE  facility - : 

DTSCD  -  A  facility  with  STATE  enforcement  activity: 

FDOCK  -  A  facility  with  EPA  enforcement  activity — : 

HWIS  >  state  permitted  hazardous  waste  facility: 

lUR  Chemical  manufacturer  in  the  Inventory  Update  report: 

LTANK  -  Leaking  UST  at  the  site - : 

UTANK  -  Registered  UST  at  the  site:  Y 

MNFST  -  Facility  has  manifested  hazardous  waste  offsite: 

PCS  -  Facility  in  NPDES  reporting  in  the  Permit  Compliance  System: 

PEST  -  Facility  permitted  for  Pesticides: 

SWISE  -  Facility  is  designated  a  landfill - : 

SWISP  -  Facility  is  designated  a  landfill - : 

SWISU  -  Facility  is  designated  a  landfill - : 

WB-LF  -  Sanitary  landfill  with  groundwater  contamination; 

SWRCB  -  Facility  discharging  into  surface  waters  under  STATE: 

WDSE  -  Waste  discharging  facility  with  an  enforcement  history: 


Page  18 


CALIFORNIA  FACILITY  INVENTORY 
REGISTERED  UNDERGROUND  STORAGE  TANK  REPORT 


Map  Status:  IN  SEARCH  AREA  -  SITE  MAPPED  (REFER  TO  MAP  #} 

Map  Number:  34004748  State  ID  Number:  34004748 

Facility  Address:  8150  037TH  AVE 

City:  SACRAMENTO 
zip  Code:  95824 

California  Regulatory  and  Permit  Coverage  For  The  Facility 

A  "Y"  Flag  indicates  the  facility  is  under  regulatory  activity  for 
the  program  office. 

CORTESE  FLAG  -  Faclity  appears  in  the  CORTESE  (cleanup)  system: 

A1025  -  (Air)  Emissions  Data  System - :  (Less  than  25  tons) 

AGT25  -  (Air)  Emissions  Data  System - :  (More  than  25  tons) 

AIRS  -  (Air)  EPA  Permitted  AIR  Facility: 

CALNF  -  CALSITE  facility  no  further  action: 

CALSI  -  An  active  CALSITE  facility - : 

DTSCD  ~  A  facility  with  STATE  enforcement  activity: 

FDOCK  -  A  facility  with  EPA  enforcement  activity — : 

HWIS  -  State  permitted  hazardous  waste  facility: 

lUR  -  Chemical  manufacturer  in  the  Inventory  Update  report: 

LTANK  -  Leaking  UST  at  the  site - : 

UTANK  -  Registered  UST  at  the  site:  Y 

MNFST  -  Facility  has  manifested  hazardous  waste  offsite: 

PCS  -  Facility  in  NPDES  reporting  in  the  Permit  Compliance  System: 

PEST  -  Facility  permitted  for  Pesticides: 

SWISE  -  Facility  is  designated  a  landfill - : 

SWISP  -  Facility  is  designated  a  landfill - : 

SWISU  -  Facility  is  designated  a  landfill - : 

WB-LF  -  Sanitary  landfill  with  groundwater  contamination: 

SWRCB  -  Facility  discharging  into  surface  waters  under  STATE: 

WDSE  -  Waste  discharging  facility  with  an  enforcement  history: 
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CALIFORNIA  FACILITY  INVENTORY 
REGISTERED  UNDERGROUND  STORAGE  TANK  REPORT 


Map  Status:  IN  SEARCH  AREA  -  SITE  MAPPED  (REFER  TO  MAP  #) 

Map  Number:  34004845  State  ID  Ntunber:  34004845 

Facility  Address:  7899  FRUITRIDGE  RD 
City:  SACRAMENTO 
Zip  Code:  95826 

California  Regulatory  and  Permit  Coverage  For  The  Facility 

A  "Y"  Flag  indicates  the  facility  is  under  regulatory  activity  for 
the  program  office. 

CORTESE  FLAG  -  Faclity  appears  in  the  CORTESE  (cleanup)  system: 

A1025  -  (Air)  Emissions  Data  System - :  (Less  than  25  tons) 

AGT25  -  (Air)  Emissions  Data  System - :  (More  than  25  tons) 

AIRS  -  (Air)  EPA  Permitted  AIR  Facility: 

CALNF  CALSITE  facility  no  further  action: 

CALSI  -  An  active  CALSITE  facility - : 

DTSCD  -  A  facility  with  STATE  enforcement  activity: 

FDOCK  -  A  facility  with  EPA  enforcement  activity — : 

HWIS  -  State  permitted  hazardous  waste  facility: 

lUR  -  Chemical  manufacturer  in  the  Inventory  Update  report: 

LTANK  -  Leaking  UST  at  the  site - : 

UTANK  -  Registered  UST  at  the  site:  Y 

MNFST  -  Facility  has  manifested  hazardous  waste  offsite: 

PCS  -  Facility  in  NPDES  reporting  in  the  Permit  Compliance  System: 

PEST  -  Facility  permitted  for  Pesticides: 

SWISE  -  Facility  is  designated  a  landfill - : 

SWISP  -  Facility  is  designated  a  landfill - : 

SWISU  -  Facility  is  designated  a  landfill - : 

WB-LF  -  Sanitary  landfill  with  groundwater  contamination: 

SWRCB  -  Facility  discharging  into  surface  waters  under  STATE: 

WDSE  -  Waste  discharging  facility  with  an  enforcement  history: 
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CALIFORNIA  FACILITY  INVENTORY 
REGISTERED  UNDERGROUND  STORAGE  TANK  REPORT 


Map  Status:  IN  SEARCH  AREA  -  SITE  MAPPED  (REFER  TO  MAP  #) 

Map  Number:  34004860  State  ID  Number:  34004860 

Facility  Address:  8131  037TH  AVE 

City:  SACRAMENTO 
Zip  Code:  95824 

California  Regulatory  and  Permit  Coverage  For  The  Facility 

A  "Y"  Flag  indicates  the  facility  is  under  regulatory  activity  for 
the  program  office. 

CORTESE  FLAG  -  Faclity  appears  in  the  CORTESE  (cleanup)  system: 

A1025  >  (Air)  Emissions  Data  System - :  (Less  than  25  tons) 

AGT25  -  (Air)  Emissions  Data  System - :  (More  than  25  tons) 

AIRS  -  (Air)  EPA  Permitted  AIR  Facility: 

CALNF  -  CALSITE  facility  no  further  action: 

CALSI  -  An  active  CALSITE  facility - : 

DTSCD  -  A  facility  with  STATE  enforcement  activity: 

FDOCK  -  A  facility  with  EPA  enforcement  activity—: 

HWIS  ~  State  permitted  hazardous  waste  facility: 

lUR  <-  Chemical  manufacturer  in  the  Inventory  Update  report: 

LTANK  -  Leaking  UST  at  the  site - : 

UTANK  ^  Registered  UST  at  the  site:  Y 

MNFST  >  Facility  has  manifested  hazardous  waste  offsite: 

PCS  -  Facility  in  NPDES  reporting  in  the  Permit  Compliance  System: 

PEST  -  Facility  permitted  for  Pesticides: 

SWISE  -  Facility  is  designated  a  landfill - : 

SWISP  -  Facility  is  designated  a  landfill - : 

SWISU  -  Facility  is  designated  a  landfill - : 

WB-LF  -  Sanitary  landfill  with  groundwater  contamination: 

SWRCB  -  Facility  discharging  into  siurface  waters  under  STATE: 

WDSE  -  Waste  discharging  facility  with  an  enforcement  history: 
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CALIFORNIA  FACILITY  INVENTORY 
REGISTERED  UNDERGROUND  STORAGE  TANK  REPORT 


Map  Status:  ZM  SEARCH  AREA  -  SITE  MAPPED  (REFER  TO  MAP  #) 

Map  Number:  34004894  State  ID  Number:  34004894 

Facility  Address:  4841  083RD  ST 

City:  SACRAMENTO 
Zip  Code:  95826 

California  Regulatory  and  Permit  Coverage  For  The  Facility 

A  "Y"  Flag  indicates  the  facility  is  under  regulatory  activity  for 
the  program  office. 

CORTESE  FLAG  *-  Faclity  appears  in  the  CORTESE  (cleanup)  system: 

A1025  -  (Air)  Emissions  Data  System - :  (Less  than  25  tons) 

AGT25  o  (Air)  Emissions  Data  System - :  (More  than  25  tons) 

AIRS  -  (Air)  EPA  Permitted  AIR  Facility: 

CALNF  -  CALSITE  facility  no  further  action: 

CALSI  -  An  active  CALSITE  facility - : 

DTSCD  -  A  facility  with  STATE  enforcement  activity: 

FDOCK  -  A  facility  with  EPA  enforcement  activity — : 

HWIS  -  State  permitted  hazardous  waste  facility: 

lUR  -  Chemical  manufacturer  in  the  Inventory  Update  report: 

LTANK  -  Leaking  UST  at  the  site - : 

UTANK  -  Registered  UST  at  the  site:  Y 

MNFST  ■*  Facility  has  manifested  hazardous  waste  offsite: 

PCS  -  Facility  in  NPDES  reporting  in  the  Permit  Compliance  System: 

PEST  -  Facility  permitted  for  Pesticides: 

SWISE  -  Facility  is  designated  a  landfill - : 

SWISP  -  Facility  is  designated  a  landfill - : 

SWISU  -  Facility  is  designated  a  landfill - : 

WB-LF  -  Sanitary  landfill  with  groundwater  contamination: 

SWRCB  -  Facility  discharging  into  surface  waters  under  STATE: 

WDSE  -  Waste  discharging  facility  with  an  enforcement  history: 
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CALirORIIZA  FACILITY  IMVEMTORY 
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Mmp  StatiMS  IV  SEARCH  AREA  -  SITE  MAPPED  (REFER  TO  MAP  #) 

Map  Nuabar:  34004912  State  ID  Number:  34004912 

Facility  Address:  8180  SIGNAL  CT 
City:  SACRAMENTO 
Zip  Code:  95824 

California  Regulatory  and  Permit  Coverage  For  The  Facility 

A  "Y"  Flag  indicates  the  facility  is  under  regulatory  activity  for 
the  program  office. 

CORTESE  FLAG  -  Faclity  appears  in  the  CORTESE  (cleanup)  system: 

A1025  >  (Air)  Emissions  Data  System - :  (Less  than  25  tons) 

AGT25  -  (Air)  Emissions  Data  System - :  (More  than  25  tons) 

AIRS  >  (Air)  EPA  Permitted  AIR  Facility: 

CALNF  -  CALSITE  facility  no  further  action: 

CALSI  -  An  active  CALSITE  facility - : 

DTSCD  -  A  facility  with  STATE  enforcement  activity: 

FDOCK  -  A  facility  with  EPA  enforcement  activity—: 

HHIS  >  State  permitted  hazardous  waste  facility: 

lUR  -  Chemical  manufacturer  in  the  Inventory  Update  report: 

LTANK  -  Leaking  UST  at  the  site - : 

UTANK  -  Registered  UST  at  the  site:  Y 

MNFST  -  Facility  has  manifested  hazardous  waste  offsite: 

PCS  -  Facility  in  NPDES  reporting  in  the  Permit  Compliance  System: 

PEST  -  Facility  permitted  for  Pesticides: 

SWISE  -  Facility  is  designated  a  landfill - : 

SWISP  -  Facility  is  designated  a  landfill - : 

SWISU  -  Facility  is  designated  a  landfill - : 

WB-LF  -  Sanitary  landfill  with  groundwater  contamination: 

SNRCB  -  Facility  discharging  into  surface  waters  under  STATE: 

WDSE  -  Waste  discharging  facility  with  an  enforcement  history: 
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CALIFORNIA  FACILITY  INVENTORY 
REGISTERED  UNDERGROUND  STORAGE  TANK  REPORT 


Map  StatUSX  ZM  SEARCH  AREA  -  8Zl£  '^PED  (REFER  TO  MAP  #) 

Map  NujDber:  34004927  State  ID  Niunber:  34004927 

Facility  Address:  8585  THYS  CT 
City:  SACRAMENTO 
Zip  Code:  95828 

California  Regulatory  and  Permit  Coverage  For  The  Facility 

A  "Y"  Flag  indicates  the  facility  is  under  regulatory  activity  for 
the  program  office. 

CORTESE  FLAG  -  Faclity  appears  in  the  CORTESE  (cleanup)  system: 

A1025  -  (Air)  Emissions  Data  System - :  (Less  than  25  tons) 

AGT25  -  (Air)  Emissions  Data  System - :  (More  than  25  tons) 

AIRS  -  (Air)  EPA  Permitted  AIR  Facility: 

CALNF  -  CALSITE  facility  no  further  action: 

CALSI  -  An  active  CALSITE  facility - : 

DTSCD  -  A  facility  with  STATE  enforcement  activity: 

FDOCK  -  A  facility  with  EPA  enforcement  activity — : 

HWIS  >  State  permitted  hazardous  waste  facility: 

lUR  -  Chemical  manufacturer  in  the  Inventory  Update  report: 

LTANK  -  Leaking  UST  at  the  site - : 

UTANK  -  Registered  UST  at  the  site:  Y 

MNFST  -  Facility  has  manifested  hazardous  waste  offsite: 

PCS  -  Facility  in  NPDES  reporting  in  the  Permit  Compliance  System: 

PEST  -  Facility  permitted  for  Pesticides: 

SWISE  -  Facility  is  designated  a  landfill - : 

SWISP  -  Facility  is  designated  a  landfill - : 

SWISU  -  Facility  is  designated  a  landfill - : 

WB-LF  -  Sanitary  landfill  with  groundwater  contamination: 

SWRCB  -  Facility  discharging  into  surface  waters  under  STATE: 

WDSE  -  Waste  discharging  facility  with  an  enforcement  history: 
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Map  Status!  IN  SEARCH  AREA  •  SITE  MAPPED  (REFER  TO  MAP  #) 

Map  Nxunber:  34005008  State  ID  Number:  34005008 

Facility  Address:  5150  FLORIN-PERKINS  RD 
City:  SACRAMENTO 
Zip  Code:  95826 

California  Regulatory  and  Permit  Coverage  For  The  Facility 

A  ny**  Flag  indicates  the  facility  is  under  regulatory  activity  for 
the  program  office. 

CORTESE  FLAG  -  Faclity  appears  in  the  CORTESE  (cleanup)  system: 

A1025  -  (Air)  Emissions  Data  System - :  (Less  than  25  tons) 

AGT25  -  (Air)  Emissions  Data  System - :  (More  than  25  tons) 

AIRS  -  (Air)  EPA  Permitted  AIR  Facility: 

CALNF  -  CALSITE  facility  no  further  action: 

CALSI  -  An  active  CALSITE  facility - : 

DTSCD  -  A  facility  with  STATE  enforcement  activity: 

FDOCK  -  A  facility  with  EPA  enforcement  activity—: 

HWIS  -  State  permitted  hazardous  waste  facility: 

lUR  -  Chemical  manufacturer  in  the  Inventory  Update  report: 

LTANK  -  Leaking  UST  at  the  site - : 

UTANK  -  Registered  UST  at  the  site:  Y 

MNFST  ~  Facility  has  manifested  hazardous  waste  offsite: 

PCS  -  Facility  in  NPDES  reporting  in  the  Permit  Compliance  System: 

PEST  -  Facility  permitted  for  Pesticides: 

SWISE  -  Facility  is  designated  a  landfill - : 

SWISP  -  Facility  is  designated  a  landfill - : 

SWISU  -  Facility  is  designated  a  landfill - : 

WB-LF  -  Sanitary  landfill  with  groundwater  contamination: 

SWRCB  -  Facility  discharging  into  surface  waters  under  STATE: 

HDSE  -  Waste  discharging  facility  with  an  enforcement  history: 
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lUp  Status S  IN  SBARCB  AREA  -  8ZTB  MAPPED  (REFER  TO  MAP  #} 

Map  Number:  34005017  State  ID  Number:  34005017 

Facility  Address:  8201  ELDER  CREEK  RD 
City:  SACRAMENTO 
Zip  Code:  95824 

California  Regulatory  and  Permit  Coverage  For  The  Facility 

A  "Y”  Flag  indicates  the  facility  is  under  regulatory  activity  for 
the  program  office. 

CORTESE  FLAG  -  Faclity  appears  in  the  CORTESE  (cleanup)  system: 

A1025  -  (Air)  Emissions  Data  System - :  (Less  than  25  tons) 

AGT25  -  (Air)  Emissions  Data  System - :  (More  than  25  tons) 

AIRS  -  (Air)  EPA  Permitted  AIR  Facility: 

CALNF  -  CALSITE  facility  no  further  action: 

CALSI  “  An  active  CALSITE  facility — - : 

DTSCD  -  A  facility  with  STATE  enforcement  activity: 

FDOCK  -  A  facility  with  EPA  enforcement  activity — : 

HWIS  -  State  pexmitted  hazardous  waste  facility: 

lUR  -  Chemical  manufacturer  in  the  Inventory  Update  report: 

LTANK  -  Leaking  UST  at  the  site - : 

UTANK  -  Registered  UST  at  the  site;  Y 

MNFST  -  Facility  has  manifested  hazardous  waste  offsite: 

PCS  -  Facility  in  NPDES  reporting  in  the  Permit  Compliance  System: 

PEST  -  Facility  permitted  for  Pesticides: 

SWISE  -  Facility  is  designated  a  landfill - : 

SWISP  -  Facility  is  designated  a  landfill - : 

SWISU  -  Facility  is  designated  a  landfill - : 

WB-LF  -  Sanitary  landfill  with  groundwater  contamination: 

SWRCB  -  Facility  discharging  into  surface  waters  under  STATE: 

WDSE  -  Waste  discharging  facility  with  an  enforcement  history: 
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Nap  StatttSt  IN  SEARCH  AREA  -  SITE  MAPPED  (REFER  TO  MAP  #) 

Map  Number:  34005070  State  ID  Number:  34005070 

Facility  Address:  6211  POWER  INN  RD 
City:  SACRAMENTO 
Zip  Code:  95824 

California  Regulatory  and  Permit  Coverage  For  The  Facility 

A  "Y"  Flag  indicates  the  facility  is  under  regulatory  activity  for 
the  program  office. 

CORTESE  FLAG  -  Faclity  appears  in  the  CORTESE  (cleanup)  system: 

A1025  -  (Air)  Emissions  Data  System - :  (Less  than  25  tons) 

AGT25  -  (Air)  Emissions  Data  System - :  (More  than  25  tons) 

AIRS  -  (Air)  EPA  Permitted  AIR  Facility: 

CALNF  -  CALSITE  facility  no  further  action: 

CALSI  -  An  active  CALSITE  facility - : 

DTSCD  -  A  facility  with  STATE  enforcement  activity: 

FDOCK  -  A  facility  with  EPA  enforcement  activity—: 

HWIS  -  State  permitted  hazardous  waste  facility: 

lUR  -  Chemical  manufacturer  in  the  Inventory  Update  report: 

LTANK  -  Leaking  UST  at  the  site - : 

UTANK  o  Registered  UST  at  the  site:  Y 

MNFST  -  Facility  has  manifested  hazardous  waste  offsite: 

PCS  -  Facility  in  NPDES  reporting  in  the  Permit  Compliance  System: 

PEST  -  Facility  permitted  for  Pesticides: 

SWISS  -  Facility  is  designated  a  landfill - : 

SWISP  -  Facility  is  designated  a  landfill - : 

SWISU  -  Facility  is  designated  a  landfill - : 

WB-LF  -  Sanitary  landfill  with  groundwater  contamination: 

SWRCB  -  Facility  discharging  into  surface  waters  under  STATE: 

WDSE  ->  Waste  discharging  facility  with  an  enforcement  history: 
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Map  Status:  IN  SBARCB  AREA  -  8ZTB  MAPPED  (REFER  TO  MAP  #) 

Map  Number:  34005073  State  ID  Number:  34005073 

Facility  Address:  5853  FLORIN  PERKINS  RD 
City:  SACRAMENTO 
Zip  Code:  95828 

California  Regulatory  and  Permit  Coverage  For  The  Facility 

A  ”Y"  Flag  indicates  the  facility  is  under  regulatory  activity  for 
the  program  office. 

CORTESE  FLAG  ~  Faclity  appears  in  the  CORTESE  (cleanup)  system: 

A1025  -  (Air)  Emissions  Data  System - :  (Less  than  25  tons) 

AGT25  -  (Air)  Emissions  Data  System - :  (More  than  25  tons) 

AIRS  -  (Air)  EPA  Permitted  AIR  Facility: 

CALNF  -  CALSITE  facility  no  further  action: 

CALSI  -  An  active  CALSITE  facility - : 

DTSCD  -  A  facility  with  STATE  enforcement  activity: 

FDOCK  -  A  facility  with  EPA  enforcement  activity — : 

HWIS  >  State  permitted  hazardous  waste  facility: 

lUR  -  Chemical  manufacturer  in  the  Inventory  Update  report: 

LTANK  -  Leaking  UST  at  the  site - : 

UTANK  -  Registered  UST  at  the  site:  Y 

MNFST  -  Facility  has  manifested  hazardous  waste  offsite: 

PCS  -  Facility  in  NPDES  reporting  in  the  Permit  Compliance  System: 

PEST  -  Facility  permitted  for  Pesticides: 

SWISS  -  Facility  is  designated  a  landfill - : 

SWISP  -  Facility  is  designated  a  landfill - : 

SWISU  -  Facility  is  designated  a  landfill - : 

WB-LF  -  Sanitary  landfill  with  groundwater  contamination: 

SWRCB  -  Facility  discharging  into  surface  waters  under  STATE: 

WDSE  -  Waste  discharging  facility  with  an  enforcement  history: 
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N«p  Status:  IN  SEARCR  AREA  -  SITE  MAPPED  (REFER  TO  MAP  #} 

Map  Number:  34005093  State  ID  Number:  34005093 

Facility  Address:  8240  BERRY  AVE 
City:  SACRAMENTO 
Zip  Code:  95828 

California  Regulatory  and  Permit  Coverage  For  The  Facility 

A  "Y"  Flag  indicates  the  facility  is  under  regulatory  activity  for 
the  program  office. 

CORTESE  FLAG  -  Faclity  appears  in  the  CORTESE  (cleanup)  system: 

A1025  -  (Air)  Emissions  Data  System - :  (Less  than  25  tons) 

AGT25  “  (Air)  Emissions  Data  System - :  (More  than  25  tons) 

AIRS  -  (Air)  EPA  Permitted  AIR  Facility: 

CALNF  -  CALSITE  facility  no  further  action: 

CALSI  -  An  active  CALSITE  facility - : 

DTSCD  -  A  facility  with  STATE  enforcement  activity: 

FDOCK  -  A  facility  with  EPA  enforcement  activity — : 

HWIS  -  State  permitted  hazardous  waste  facility: 

lUR  -  Chemical  manufacturer  in  the  Inventory  Update  report: 

LTANK  -  Leaking  UST  at  the  site - : 

UTANK  -  Registered  UST  at  the  site:  Y 

MNFST  -  Facility  has  manifested  hazardous  waste  offsite: 

PCS  -  Facility  in  NPDES  reporting  in  the  Permit  Compliance  System: 

PEST  -  Facility  permitted  for  Pesticides: 

SWISE  -  Facility  is  designated  a  landfill - : 

SWISP  -  Facility  is  designated  a  landfill - : 

SWISU  -  Facility  is  designated  a  landfill - ^ — : 

WB-LF  -  Sanitary  landfill  with  groundwater  contamination: 

SNRCB  -  Facility  discharging  into  surface  waters  under  STATE: 

WDSE  Waste  discharging  facility  with  an  enforcement  history: 
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Map  Status:  IN  SEARCH  AREA  -  SITE  MAPPED  (REFER  TO  MAP  #} 

Map  Number:  34005135  State  ID  Number:  34005135 

Facility  Address:  8139  036TH  AVE 

City:  SACRAMENTO 
Zip  Code:  95824 

California  Regulatory  and  Permit  Coverage  For  The  Facility 

A  "Y”  Flag  indicates  the  facility  is  under  regulatory  activity  for 
the  program  office. 

CORTESE  FLAG  -  Faclity  appears  in  the  CORTESE  (cleanup)  system: 

A1025  -  (Air)  Emissions  Data  System - :  (Less  than  25  tons) 

AGT25  -  (Air)  Emissions  Data  System - :  (More  than  25  tons) 

AIRS  -  (Air)  EPA  Permitted  AIR  Facility: 

CALNF  -  CALSITE  facility  no  further  action: 

CALSI  -  An  active  CALSITE  facility - : 

DTSCD  -  A  facility  with  STATE  enforcement  activity: 

FDOCK  -  A  facility  with  EPA  enforcement  activity — : 

HWIS  -  State  permitted  hazardous  waste  facility: 

lUR  -  Chemical  manufacturer  in  the  Inventory  Update  report: 

LTANK  -  Leaking  UST  at  the  site - : 

XJTANK  -  Registered  UST  at  the  site:  Y 

MNFST  -  Facility  has  manifested  hazardous  waste  offsite: 

PCS  -  Facility  in  NPDES  reporting  in  the  Permit  Compliance  System: 

PEST  -  Facility  permitted  for  Pesticides: 

SWISE  -  Facility  is  designated  a  landfill - : 

SWISP  -  Facility  is  designated  a  landfill - : 

SWISU  -  Facility  is  designated  a  landfill - 

WB-LF  -  Sanitary  landfill  with  groundwater  contamination: 

SWRCB  -  Facility  discharging  into  surface  waters  under  STATE: 

WDSE  -  Waste  discharging  facility  with  an  enforcement  history: 
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CALIFORNIA  FACILITY  INVENTORY 
REGISTERED  UNDERGROUND  STORAGE  TANK  REPORT 


Map  Status:  IN  SEARCH  AREA  -  SITE  MAPPED  (REFER  TO  MAP  #) 

Map  Number:  34005195  State  ID  Number:  34005195 

Facility  Address:  5801  FLORIN-PERKINS  RD 
City:  SACRAMENTO 
zip  Code:  95828 

California  Regulatory  and  Permit  Coverage  For  The  Facility 

A  "Y"  Flag  indicates  the  facility  is  under  regulatory  activity  for 
the  program  office. 

CORTESE  FLAG  -  Faclity  appears  in  the  CORTESE  (cleanup)  system: 

A1025  -  (Air)  Emissions  Data  System - :  (Less  than  25  tons) 

AGT25  -  (Air)  Emissions  Data  System - :  (More  than  25  tons) 

AIRS  -  (Air)  EPA  Permitted  AIR  Facility: 

CALNF  ■*  CALSITE  facility  no  further  action: 

CALSI  -  An  active  CALSITE  facility - : 

DTSCO  -  A  facility  with  STATE  enforcement  activity: 

FDOCK  -  A  facility  with  EPA  enforcement  activity — : 

HWIS  -  State  permitted  hazardous  waste  facility: 

lUR  -  Chemical  manufacturer  in  the  Inventory  Update  report: 

LTANK  -  Leaking  UST  at  the  site - : 

UTANK  -  Registered  UST  at  the  site:  Y 

MNFST  -  Facility  has  manifested  hazardous  waste  offsite: 

PCS  -  Facility  in  NPDES  reporting  in  the  Permit  Compliance  System: 

PEST  -  Facility  permitted  for  Pesticides: 

SWISE  -  Facility  is  designated  a  landfill - : 

SWISP  -  Facility  is  designated  a  landfill - : 

SWISU  -  Facility  is  designated  a  landfill - : 

WB-LF  -  Sanitary  landfill  with  groundwater  contamination: 

SWRCB  ”  Facility  discharging  into  surface  waters  under  STATE: 

WDSE  -  Waste  discharging  facility  with  an  enforcement  history: 
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Map  Status:  IM  SEARCH  AREA  -  SITE  MAPPED  (REFER  TO  MAP  #} 

Map  Number:  34005352  State  ID  Nvunber:  34005352 

Facility  Address:  5555  FLORIN-PERKINS  RD 
City:  SACRAMENTO 
Zip  Code:  95826 

California  Regulatory  and  Permit  Coverage  For  The  Facility 

A  wyi*  Flag  indicates  the  facility  is  under  regulatory  activity  for 
the  program  office. 

CORTESE  FLAG  -  Faclity  appears  in  the  CORTESE  (cleanup)  system: 

A1025  -  (Air)  Emissions  Data  System - :  (Less  than  25  tons) 

AGT25  -  (Air)  Emissions  Data  System - :  (More  than  25  tons) 

AIRS  -  (Air)  EPA  Permitted  AIR  Facility: 

CALNF  -  CALSITE  facility  no  further  action: 

CALSI  -  An  active  CALSITE  facility - : 

DTSCD  -  A  facility  with  STATE  enforcement  activity: 

FDOCK  -  A  facility  with  EPA  enforcement  activity — : 

HWIS  -  State  permitted  hazardous  waste  facility: 

lUR  -  Chemical  manufacturer  in  the  Inventory  Update  report: 

LTANK  -  Leaking  UST  at  the  site—: 

UTANK  -  Registered  UST  at  the  site:  Y 

MNFST  -  Facility  has  manifested  hazardous  waste  offsite: 

PCS  -  Facility  in  NPDES  reporting  in  the  Permit  Compliance  System: 

PEST  -  Facility  permitted  for  Pesticides: 

SWISE  -  Facility  is  designated  a  landfill - : 

SWISP  “  Facility  is  designated  a  landfill - : 

SWISU  -  Facility  is  designated  a  landfill - : 

WB-LF  -  Sanitary  landfill  with  groundwater  contamination: 

SWRCB  -  Facility  discharging  into  surface  waters  under  STATE: 

WDSE  “  Waste  discharging  facility  with  an  enforcement  history: 
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Map  Status:  IN  SEARCH  AREA  -  SITE  MAPPED  (REFER  TO  MAP  #) 

Map  Number:  34005541  State  ID  Number:  34005541 

Facility  Address:  8700  FRUITRIDGE  RD 
City:  SACRAMENTO 
Zip  Code:  95826 

California  Regulatory  and  Permit  Coverage  For  The  Facility 

A  "Y"  Flag  indicates  the  facility  is  under  regulatory  activity  for 
the  program  office. 

CORTESE  FLAG  -  Faclity  appears  in  the  CORTESE  (cleanup)  system: 

A1025  -  (Air)  Emissions  Data  System - :  (Less  than  25  tons) 

AGT25  -  (Air)  Emissions  Data  System - :  (More  than  25  tons) 

AIRS  -  (Air)  EPA  Permitted  AIR  Facility: 

CALNF  -  CALSITE  facility  no  further  action: 

CALSI  -  An  active  CALSITE  facility - : 

DTSCD  -  A  facility  with  STATE  enforcement  activity: 

FDOCK  -  A  facility  with  EPA  enforcement  activity — : 

HWIS  -  State  permitted  hazardous  waste  facility: 

lUR  -  Chemical  manufacturer  in  the  Inventory  Update  report: 

LTANK  -  Leaking  UST  at  the  site - : 

UTANK  -  Registered  UST  at  the  site:  Y 

MNFST  -  Facility  has  manifested  hazardous  waste  offsite: 

PCS  -  Facility  in  NPDES  reporting  in  the  Permit  Compliance  System: 

PEST  -  Facility  permitted  for  Pesticides: 

SWISE  -  Facility  is  designated  a  landfill - : 

SWISP  -  Facility  is  designated  a  landfill - : 

SWISU  -  Facility  is  designated  a  landfill - : 

WB-LF  -  Sanitary  landfill  with  groundwater  contamination: 

SWRCB  -  Facility  discharging  into  surface  waters  under  STATE: 

HDSE  -  Waste  discharging  facility  with  an  enforcement  history: 
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Map  Status:  III  SEARCH  AREA  -  SITE  MAPPED  (REFER  TO  MAP  #) 

Map  Number:  34005602  State  ID  Number:  34005602 

Facility  Address:  8455  024TH  AVE 

City:  SACRAMENTO 
Zip  Code:  95826 

California  Regulatory  and  Permit  Coverage  For  The  Facility 

A  «Y'*  Flag  indicates  the  facility  is  under  regulatory  activity  for 
the  program  office. 

CORTESE  FLAG  -  Faclity  appears  in  the  CORTESE  (cleanup)  system: 

A1025  -  (Air)  Emissions  Data  System - :  (Less  than  25  tons) 

AGT25  -  (Air)  Emissions  Data  System - :  (More  than  25  tons) 

AIRS  -  (Air)  EPA  Permitted  AIR  Facility: 

CALNF  -  CALSITE  facility  no  further  action: 

CALSI  -  An  active  CALSITE  facility - : 

DTSCD  -  A  facility  with  STATE  enforcement  activity: 

FDOCK  -  A  facility  with  EPA  enforcement  activity — : 

HWIS  -  State  permitted  hazardous  waste  facility: 

lUR  -  Chemical  manufacturer  in  the  Inventory  Update  report: 

LTANK  ”  Leaking  UST  at  the  site - : 

UTANK  -  Registered  UST  at  the  site:  Y 

MNFST  -  Facility  has  manifested  hazardous  waste  offsite: 

PCS  -  Facility  in  NPDES  reporting  in  the  Permit  Compliance  System: 

PEST  -  Facility  permitted  for  Pesticides: 

SWISE  -  Facility  is  designated  a  landfill - : 

SWISP  -  Facility  is  designated  a  landfill - : 

SWISU  -  Facility  is  designated  a  landfill - : 

WB-LF  -  Sanitary  landfill  with  groundwater  contamination: 

SWRCB  -  Facility  discharging  into  surface  waters  under  STATE: 

WOSE  -  Waste  discharging  facility  with  an  enforcement  history: 
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Nap  Status:  IN  SEARCH  AREA  -  SITE  MAPPED  (REFER  TO  MAP  #) 

Map  Number:  34005631  State  ID  Nximber:  34005631 

Facility  Address:  8333  024TH  AVE 

City:  SACRAMENTO 
Zip  Code:  95826 

California  Regulatory  and  Permit  Coverage  For  The  Facility 

A  "Y"  Flag  indicates  the  facility  is  under  regulatory  activity  for 
the  program  office. 

CORTESE  FLAG  -  Faclity  appears  in  the  CORTESE  (cleanup)  system: 

A1025  -  (Air)  Emissions  Data  System - :  (Less  than  25  tons) 

AGT25  -  (Air)  Emissions  Data  System - :  (More  than  25  tons) 

AIRS  -  (Air)  EPA  Permitted  AIR  Facility: 

CALNF  ->  CALSITE  facility  no  further  action: 

CALSI  “  An  active  CALSITE  facility - : 

DTSCD  -  A  facility  with  STATE  enforcement  activity: 

FDOCK  -  A  facility  with  EPA  enforcement  activity—: 

HWIS  -  State  permitted  hazardous  waste  facility: 

lUR  -  Chemical  manufacturer  in  the  Inventory  Update  report: 

LTANK  -  Leaking  UST  at  the  site - : 

UTANK  -  Registered  UST  at  the  site:  Y 

MNFST  -  Facility  has  manifested  hazardous  waste  offsite: 

PCS  -  Facility  in  NPDES  reporting  in  the  Permit  Compliance  System: 

PEST  -  Facility  permitted  for  Pesticides: 

SWISE  -  Facility  is  designated  a  landfill - : 

SWISP  -  Facility  is  designated  a  landfill - : 

SWISU  -  Facility  is  designated  a  landfill - : 

HB-LF  -  Sanitary  landfill  with  groundwater  contamination: 

SWRCB  -  Facility  discharging  into  surface  waters  under  STATE: 

WDSE  -  Waste  discharging  facility  with  an  enforcement  history: 
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Map  Status:  ZH  SEARCH  AREA  -  SITE  MAPPED  (REFER  TO  MAP  #) 

Map  Number:  34005674  State  ID  Number:  34005674 

Facility  Address:  5321  084TH  ST 

City:  SACRAMENTO 
Zip  Code:  95826 

California  Regulatory  and  Permit  Coverage  For  The  Facility 

A  '*Y"  Flag  indicates  the  facility  is  under  regulatory  activity  for 
the  program  office. 

CORTESE  FLAG  -  Faclity  appears  in  the  CORTESE  (cleanup)  system: 

A1025  -  (Air)  Emissions  Data  System - :  (Less  than  25  tons) 

AGT25  -  (Air)  Emissions  Data  System - :  (More  than  25  tons) 

AIRS  -  (Air)  EPA  Permitted  AIR  Facility: 

CALNF  -  CALSITE  facility  no  further  action: 

CALSI  -  An  active  CALSITE  facility - : 

DTSCD  -  A  facility  with  STATE  enforcement  activity: 

FDOCK  -  A  facility  with  EPA  enforcement  activity — : 

HWIS  -  State  permitted  hazardous  waste  facility: 

lUR  -  Chemical  manufacturer  in  the  Inventory  Update  report: 

LTANK  -  Leaking  UST  at  the  site - : 

UTANK  -  Registered  UST  at  the  site:  Y 

MNFST  -  Facility  has  manifested  hazardous  waste  offsite: 

PCS  -  Facility  in  NPDES  reporting  in  the  Permit  Compliance  System: 

PEST  -  Facility  perm  d  for  Pesticides: 

SWISE  -  Facility  is  ati^ignated  a  landfill - : 

SWISP  -  Facility  is  designated  a  landfill - : 

SWISU  -  Facility  is  designated  a  landfill - : 

WB-LF  -  Sanitary  landfill  with  groundwater  contamination: 

SWRCB  -  Facility  discharging  into  surface  waters  under  STATE: 

WDSE  -  Waste  discharging  facility  with  an  enforcement  history: 
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CALIFORNIA  FACILITY  INVENTORY 
REGISTERED  UNDERGROUND  STORAGE  TANK  REPORT 


Map  Status:  IN  SEARCH  AREA  -  SITE  MAPPED  (REFER  TO  MAP  #) 

Nap  Number:  34005692  State  ID  Number:  34005692 

Facility  Address:  6347  FLORIN-PERKINS  RD 
City:  SACRAMENTO 
Zip  Code:  95828 

California  Regulatory  and  Permit  Coverage  For  The  Facility 

A  "Y*  Flag  indicates  the  facility  is  under  regulatory  activity  for 
the  program  office. 

CORTESE  FLAG  -  Faclity  appears  in  the  CORTESE  (cleanup)  system: 

A1025  -  (Air)  Emissions  Data  System - :  (Less  than  25  tons) 

AGT25  -  (Air)  Emissions  Data  System - :  (More  than  25  tons) 

AIRS  -  (Air)  EPA  Permitted  AIR  Facility: 

CALNF  -  CALSITE  facility  no  further  action: 

CALSI  -  An  active  CALSITE  facility - : 

DTSCD  -  A  facility  with  STATE  enforcement  activity: 

FDOCK  -  A  facility  with  EPA  enforcement  activity — : 

HWIS  -  State  permitted  hazardous  waste  facility: 

lUR  -  Chemical  manufacturer  in  the  Inventory  Update  report: 

LTANK  -  Leaking  UST  at  the  site - : 

UTANK  -  Registered  UST  at  the  site:  Y 

MNFST  -  Facility  has  manifested  hazardous  waste  offsite: 

PCS  -  Facility  in  NPDES  reporting  in  the  Permit  Compliance  System: 

PEST  -  Facility  permitted  for  Pesticides: 

SWISS  -  Facility  is  designated  a  landfill - : 

SWISP  -  Facility  is  designated  a  landfill - : 

SWISU  -  Facility  is  designated  a  landfill - : 

WB-LF  -  Sanitary  landfill  with  groundwater  contamination: 

SWRCB  -  Facility  discharging  into  surface  waters  under  STATE: 

WDSE  -  Waste  discharging  facility  with  an  enforcement  history: 
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CALIFORNIA  FACILITY  INVENTORY 
REGISTERED  UNDERGROUND  STORAGE  TANK  REPORT 


lup  Status:  IN  SEARCH  AREA  -  SITE  MAPPED  (REFER  TO  MAP  #) 

Map  Number:  34005826  State  ID  Number:  34005826 

Facility  Address:  8590  FRUITRIDGE  RD 
City:  SACRAMENTO 
zip  Code:  95826 

California  Regulatory  and  Permit  Coverage  For  The  Facility 

A  "Y"  Flag  indicates  the  facility  is  under  regulatory  activity  for 
the  program  office. 

CORTESE  FLAG  -  Faclity  appears  in  the  CORTESE  (cleanup)  system: 

A1025  >  (Air)  Emissions  Data  System - :  (Less  than  25  tons) 

AGT25  -  (Air)  Emissions  Data  System - :  (More  than  25  tons) 

AIRS  -  (Air)  EPA  Permitted  AIR  Facility: 

CALNF  -  CALSITE  facility  no  further  action: 

CALSI  -  An  active  CALSITE  facility - : 

DTSCD  -  A  facility  with  STATE  enforcement  activity: 

FDOCK  -  A  facility  with  EPA  enforcement  activity — : 

HWIS  State  permitted  hazardous  waste  facility: 

lUR  -  Chemical  manufacturer  in  the  Inventory  Update  report: 

LTANK  -  Leaking  UST  at  the  site - : 

UTANK  -  Registered  UST  at  the  site:  Y 

MNFST  -  Facility  has  manifested  hazardous  waste  offsite: 

PCS  -  Facility  in  NPDES  reporting  in  the  Permit  Compliance  System: 

PEST  -  Facility  permitted  for  Pesticides: 

SWISE  -  Facility  is  designated  a  landfill - : 

SWISP  -  Facility  is  designated  a  landfill - : 

SHISU  -  Facility  is  designated  a  landfill - : 

WB-LF  -  Sanitary  landfill  with  groundwater  contamination: 

SNRCB  -  Facility  discharging  into  surface  waters  under  STATE: 

WDSE  *■  Waste  discharging  facility  with  an  enforcement  history: 
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CALIFORNIA  FACILITY  INVENTORY 
REGISTERED  UNDERGROUND  STORAGE  TANK  REPORT 


Map  Statuss  IN  SEARCH  AREA  >  SITE  MAPPED  (RSPBR  TO  MAP  #) 

Map  Niunber:  34005829  State  ID  Number:  34005829 

Facility  Address:  8120  035TH  AVE 

City:  SACRAMENTO 
zip  Code:  95820 

California  Regulatory  and  Permit  Coverage  For  The  Facility 

A  "Y"  Flag  indicates  the  facility  is  under  regulatory  activity  for 
the  program  office. 

CORTESE  FLAG  •  Faclity  appears  in  the  CORTESE  (cleanup)  system: 

A1025  -  (Air)  Emissions  Data  System - :  (Less  than  25  tons) 

AGT25  -  (Air)  Emissions  Data  System - :  (More  than  25  tons) 

AIRS  -  (Air)  EPA  Permitted  AIR  Facility: 

CALNF  -  CALSITE  facility  no  further  action: 

CALSI  -  An  active  CALSITE  facility - : 

DTSCD  -  A  facility  with  STATE  enforcement  activity: 

FDOCK  -  A  facility  with  EPA  enforcement  activity — : 

HWIS  -  State  permitted  hazardous  waste  facility: 

lUR  -  Chemical  manufacturer  in  the  Inventory  Update  report: 

LTANK  -  Leaking  UST  at  the  site - : 

UTANK  -  Registered  UST  at  the  site:  Y 

MNFST  ■>  Facility  has  manifested  hazardous  waste  offsite: 

PCS  -  Facility  in  NPDES  reporting  in  the  Permit  Compliance  System: 

PEST  -  Facility  permitted  for  Pesticides: 

SWISE  -  Facility  is  designated  a  landfill - : 

SWISP  -  Facility  is  designated  a  landfill - : 

SWISU  -  Facility  is  designated  a  landfill - : 

WB-LF  -  Sanitary  landfill  with  groundwater  contamination: 

SWRCB  -  Facility  discharging  into  surface  waters  under  STATE: 

WDSE  -  Waste  discharging  facility  with  an  enforcement  history: 
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CALIFORNIA  FACILITY  INVENTORY 
REGISTERED  UNDERGROUND  STORAGE  TANK  REPORT 


Map  Status:  IM  SEARCH  AREA  -  SITE  MAPPED  (REFER  TO  MAP  #) 

Map  Number:  34005852  State  ID  Number:  34005852 

Facility  Address:  8401  24TH  AVE 
City:  SACRAMENTO 
Zip  Code:  95826 

California  Regulatory  and  Permit  Coverage  For  The  Facility 

A  "Y”  Flag  indicates  the  facility  is  under  regulatory  activity  for 
the  program  office. 

CORTESE  FLAG  -  Faclity  appears  in  the  CORTESE  (cleanup)  system: 

A1025  “  (Air)  Emissions  Data  System - :  (Less  than  25  tons) 

AGT25  -  (Air)  Emissions  Data  System - :  (More  than  25  tons) 

AIRS  -  (Air)  EPA  Permitted  AIR  Facility: 

CALNF  -  CALSITE  facility  no  further  action: 

CALSI  -  An  active  CALSITE  facility - : 

DTSCD  -  A  facility  with  STATE  enforcement  activity: 

FDOCK  -  A  facility  with  EPA  enforcement  activity — : 

HWIS  -  State  permitted  hazardous  waste  facility: 

lUR  -  Chemical  manufacturer  in  the  Inventory  Update  report: 

LTANK  -  Leaking  UST  at  the  site - : 

UTANK  -  Registered  UST  at  the  site:  Y 

MNFST  -  Facility  has  manifested  hazardous  waste  offsite: 

PCS  -  Facility  in  NPDES  reporting  in  the  Permit  Compliance  System: 

PEST  -  Facility  permitted  for  Pesticides: 

SWISE  -  Facility  is  designated  a  landfill - : 

SWISP  -  Facility  is  designated  a  landfill - : 

SWISU  -  Facility  is  designated  a  landfill - : 

WB-LF  -  Sanitary  landfill  with  groundwater  contamination: 

SWRCB  -  Facility  discharging  into  surface  waters  under  STATE: 

WDSE  -  Waste  discharging  facility  with  an  enforcement  history: 
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CALIFORNIA  FACILITY  INVENTORY 
REGISTERED  UNDERGROUND  STORAGE  TANK  REPORT 


Map  Status:  IN  SEARCH  AREA  -  SITE  MAPPED  (REFER  TO  MAP  #) 

Map  Number:  34005853  State  ID  Number:  34005853 

Facility  Address:  8400  024TH  AVE 

City:  SACRAMENTO 
Zip  Code:  95826 

California  Regulatory  and  Permit  Coverage  For  The  Facility 

A  "Y"  Flag  indicates  the  facility  is  under  regulatory  activity  for 
the  program  office. 

CORTESE  FLAG  -  Faclity  appears  in  the  CORTESE  (cleanup)  system: 

A1025  -  (Air)  Emissions  Data  System - :  (Less  than  25  tons) 

AGT25  -  (Air)  Emissions  Data  System - :  (More  than  25  tons) 

AIRS  -  (Air)  EPA  Permitted  AIR  Facility: 

CALNF  -  CALSITE  facility  no  further  action: 

CALSI  -  An  active  CALSITE  facility - : 

DTSCO  -  A  facility  with  STATE  enforcement  activity: 

FDOCK  -  A  facility  with  EPA  enforcement  activity — : 

HWIS  >  State  permitted  hazardous  waste  facility: 

lUR  -  Chemical  manufacturer  in  the  Inventory  Update  report: 

LTANK  -  Leaking  UST  at  the  site - : 

UTANK  -  Registered  UST  at  the  site:  Y 

MNFST  -  Facility  has  manifested  hazardous  waste  offsite: 

PCS  -  Facility  in  NPDES  reporting  in  the  Permit  Compliance  System: 

PEST  -  Facility  permitted  for  Pesticides: 

SWISE  -  Facility  is  designated  a  landfill - : 

SWISP  -  Facility  is  designated  a  landfill - : 

SWISU  -  Facility  is  designated  a  landfill - : 

WB-LF  -  Sanitary  landfill  with  groundwater  contamination: 

SWRCB  -  Facility  discharging  into  surface  waters  under  STATE: 

WDSE  -  Waste  discharging  facility  with  an  enforcement  history: 
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CALIFORNIA  FACILITY  INVENTORY 
REGISTERED  UNDERGROUND  STORAGE  TANK  REPORT 


Map  Status!  ZH  SEARCH  AREA  -  SITE  MAPPED  (REFER  TO  MAP  #) 

Nap  Number;  34005867  State  ID  Number:  34005867 

Facility  Address:  5201  FLORIN  PERKINS  RD 
City;  SACRAMENTO 
Zip  Code:  95826 

California  Regulatory  and  Permit  Coverage  For  The  Facility 

A  •'Y"  Flag  indicates  the  facility  is  under  regulatory  activity  for 
the  program  office. 

CORTESE  FLAG  -  Faclity  appears  in  the  CORTESE  (cleanup)  system: 

A1025  -  (Air)  Emissions  Data  System - :  (Less  than  25  tons) 

AGT25  -  (Air)  Emissions  Data  System - :  (More  than  25  tons) 

AIRS  -  (Air)  EPA  Permitted  AIR  Facility: 

CALNF  -  CALSITE  facility  no  further  action:  Y 
CALSI  -  An  active  CALSITE  facility - : 

DTSCD  -  A  facility  with  STATE  enforcement  activity: 

FDOCK  -  A  facility  with  EPA  enforcement  activity — : 

HWIS  -  State  permitted  hazardous  waste  facility: 

lUR  -  Chemical  manufacturer  in  the  Inventory  Update  report: 

LTANK  -  Leaking  UST  at  the  site - : 

UTANK  -  Registered  UST  at  the  site:  Y 

MNFST  -  Facility  has  manifested  hazardous  waste  offsite: 

PCS  -  Facility  in  NPDES  reporting  in  the  Permit  Compliance  System: 

PEST  -  Facility  permitted  for  Pesticides: 

SWISE  -  Facility  is  designated  a  landfill - : 

SWISP  -  Facility  is  designated  a  landfill - : 

SWISU  -  Facility  is  designated  a  landfill - : 

WB-LF  -  Sanitary  landfill  with  groundwater  contamination: 

SWRCB  -  Facility  discharging  into  surface  waters  under  STATE: 

WDSE  -  Waste  discharging  facility  with  an  enforcement  history: 
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CALIFORNIA  PACILITY  INVENTORY 
REGISTERED  UNDERGROUND  STORAGE  TANK  REPORT 


Map  Status:  LOCATION  UMXMOWlf  -  SITE  NOT  MAPPED  (DISREGARD  MAP  #) 

Map  Number:  34005823  State  ID  Number:  34005823 

Facility  Address:  BLOG  245 

City:  SACRAMENTO 
Zip  Code:  95813 

California  Regulatory  and  Permit  Coverage  For  The  Facility 

A  My  Flag  indicates  the  facility  is  under  regulatory  activity  for 
the  program  office. 

CORTESE  FLAG  -  Faclity  appears  in  the  CORTESE  (cleanup)  system: 

A1025  -  (Air)  Emissions  Data  System - :  (Less  than  25  tons) 

AGT25  -  (Air)  Emissions  Data  System - :  (More  than  25  tons) 

AIRS  -  (Air)  EPA  Permitted  AIR  Facility: 

CALNF  -  CALSITE  facility  no  further  action: 

CALSI  -  An  active  CALSITE  facility - : 

DTSCD  -  A  facility  with  STATE  enforcement  activity: 

FDOCK  -  A  facility  with  EPA  enforcement  activity — : 

HWIS  -  State  permitted  hazardous  waste  facility: 

lUR  -  Chemical  manufacturer  in  the  Inventory  Update  report: 

LTANK  -  Leaking  UST  at  the  site - : 

UTANK  -  Registered  UST  at  the  site:  Y 

MNFST  -  Facility  has  manifested  hazardous  waste  offsite: 

PCS  -  Facility  in  NPDES  reporting  in  the  Permit  Compliance  System: 

PEST  -  Facility  permitted  for  Pesticides: 

SWISE  -  Facility  is  designated  a  landfill - : 

SWISP  -  Facility  is  designated  a  landfill - : 

SWISU  -  Facility  is  designated  a  landfill - : 

WB-LF  -  Sanitary  landfill  with  groundwater  contamination: 

SWRCB  -  Facility  discharging  into  surface  waters  under  STATE: 

WDSE  -  Waste  discharging  facility  with  an  enforcement  history: 
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REGISTERED  UNDERGROUND  STORAGE  TANKS 


Map  Status:  IN  SEARCH  AREA  -  SITE  MAPPED  (REFER  TO  MAP  #) 


Map  Number:  275U 

Facility  Name:  ARCO  #5424 


Address : 

8024  ELDER  CREEK 

RD 

City: 

SACRAMENTO 

State : 

CA 

Zip: 

95827 

Owner  Name: 

ARCO  PRODUCTS  COMPANY 

Address : 

P  0  BOX  5811 

City: 

SAN  MATEO 

State : 

CA 

Zip: 

94408 

Nvunber  of  Tanks: 

8024 

Map  Status:  IN  SEARCH  AREA  -  SITE  MAPPED  (REFER  TO  MAP  #) 


Map  Number:  276U 


Facility  Name:  EASTMAN  BUILDING  PRODUCTS 
Address:  8191  ELDER  CREEK  RD 

City:  SACRAMENTO  State:  CA 


Zip:  95829 


Owner  Name: 
Address : 
City: 


EASTMAN  BUILDING  PRODUCTS 
8191  ELDER  CREEK  RD 
SACRAMENTO  State:  CA 


Zip:  95828 


Number  of  Tanks:  8191 


Map  Status:  IN  SEARCH  AREA  -  SITE  M2^PED  (REFER  TO  MAP  #) 


Hap  Number:  278U 


Facility  Name:  LIFETIME  DOORS  INC. 

Address:  8280  ELDER  CREEK  RD 

City:  SACRAMENTO  State:  CA  Zip:  95828 

Owner  Name:  LIFETIME  DOORS  INC. 

Address:  8280  ELDER  CREEK  RD 

City:  SACRAMENTO  State:  CA  Zip:  95828 

Number  of  Tanks:  8280 
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REGISTERED  UNDERGROUND  STORAGE  TANKS 


Map  Status:  IN  SEARCH  AREA  -  SITE  MAPPED  (REFER  TO  MAP  #) 


Map  Number:  364U 


Facility  Name: 
Address : 
City: 


J  &  J  REBAR 
5643  FLORIN-PERKINS  RD 
SACRAMENTO  State: 


CA 


Zip:  95828 


Owner  Name: 
Address : 
City: 


J  &  J  REBAR 
5643  FLORIN-PERKINS  RD 
SACRAMENTO  State: 


CA 


Zip:  95828 


Number  of  Tanks:  5643 


Map  Status:  IN  SEARCH  AREA  -  SITE  MAPPED  (REFER  TO  MAP  #) 


Map  Number:  428U 


Facility  Name: 
Address : 
City: 


SACRAMENTO  ARMY  DEPOT 
8350  FRUITRIDGE  RD  #52 
SACRAMENTO  State: 


CA 


Zip:  95826 


Owner  Name: 
Address : 
City: 


SACRAMENTO  ARMY  DEPOT 
8350  FRUITRIDGE  RD 
SACRAMENTO  State: 


CA 


Zip:  95826 


Number  of  Tanks:  8350 


Map  Status:  IN  SEARCH  AREA  -  SITE  MAPPED  (REFER  TO  MAP  #) 


Map  Number:  904U 


Facility  Name:  SLIPFORM  CONCRETE 

Address:  8690  FRUITRIDGE  RD 

City:  SACRAMENTO  State:  CA  Zip:  95826 

Owner  Name: 

Address : 

City:  State:  Zip: 


Number  of  Tanks:  8690 
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REGISTERED  UNDERGROUND  STORAGE  TANKS 


Map  Status:  IN  SEARCH  AREA  -  SITE  MAPPED  (REFER  TO  MAP  #) 


Map  Number:  952U 

Facility  Name:  FERNANDEZ  DELMAR 
Address:  8140  36TH  AV 

City:  SACRAMENTO 


Owner  Name: 
Address : 
City: 


State:  CA  Zip:  95824 


State : 


Zip: 


Nximber  of  Tanks:  8140 


CALIFORNIA  LEAKING  UST  REPORT 


Map  Status:  ADVISORY  ONLY  -  SITE  HOT  MAPPED  (DISREGARD  MAP  #) 

Nap  Number:  L13167 

Site:  SAFEWAY/TRANSCO  DISTRIBUTING  C 
Address:  C4400  FLORIN-PERKINS  RO 

City:  SACRAMENTO  Region  #:  05 

Date  Reported:  1986/09/11  Date  Reviewed:  1991/01/18 

Responsible  Agency:  LOCAL  AGENCY 

Substance :  TOLULENE 

Affected  Media:  SOIL  ONLY 

Status:  PSA  UNDERWAY 

Abatement  Method: 

Map  Status:  ADVISORY  ONLY  -  SITE  MOT  MAPPED  (DISREGARD  MAP  #) 
Map  Number:  L22957 

Site:  SAFEWAY/TRANSCO  DISTRIBUTING  C 
Address:  4400  FLORIN-PERKINS  RD 

City:  SACRAMENTO  Region  #: 

Date  Reported:  1986/09/11  Date  Reviewed:  1991/01/18 

Responsible  Agency:  LOCAL  AGENCY 

Substance :  TOLULENE 

Affected  Media:  SOIL  ONLY 

Status:  PSA  UNDERWAY 

Abatement  Method: 
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CALIFORNIA  LEAKING  UST  REPORT 


Map  Status:  IN  SEARCH  AREA  -  SITE  MAPPED  (REFER  TO  MAP  #) 

Map  Nxunber:  L13136 

Site:  CALVEY  INCORPORATED 
Address:  8541  2 3RD  AVE 

City:  SACRAMENTO  Region  #:  05 

Date  Reported:  1986/09/02  Date  Reviewed:  1986/09/02 

Responsible  Agency:  REGIONAL  BOARD 
Substance:  REGULAR  GASOLINE 
Affected  Media:  SOIL  ONLY 
Status:  PSA  UNDERWAY 


Abatement  Method: 


Map  Status:  IM  SEARCH  AREA  -  SITE  MAPPED  (REFER  TO  MAP  #) 

Map  Number:  L13164 

Site:  SOUTH  AREA  REFUSE  TRANSFER  STA 
Address:  A8550  FRUITRIDGE  RD 

City:  SACRAMENTO  Region  #:  05 

Date  Reported:  1986/10/01  Date  Reviewed:  1986/10/01 

Responsible  Agency:  REGIONAL  BOARD 


Substance:  DIESEL 
Affected  Media:  SOIL  ONLY 
Status:  PSA  UNDERWAY 


Abatement  Method: 
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CALIFORNIA  LEAKING  UST  REPORT 


Map  Status:  in  SEARCH  AREA  -  SITE  MAPPED  (REFER  TO  MAP  #) 

Map  Number:  L13303 

Site:  PG&E  (CLOSED  BY  CO) 

Address:  5555  FLORIN-PERKINS  RD 

City:  SACRAMENTO  Region  #:  05 

Date  Reported:  1988/02/08  Date  Reviewed:  1988/03/30 

Responsible  Agency:  LOCAL  AGENCY 

Substance:  WASTE  OIL 

Affected  Media:  SOIL  ONLY 

Status:  CASE  CLOSED 

Abatement  Method:  EXCAVATE  &  DISPOSE 

Map  Status:  IN  SEARCH  AREA  -  SITE  MAPPED  (REFER  TO  MAP  #) 

Map  Number:  L13362 
Site:  M  &  B 

Address:  8137  ELDER  CREEK  RD 

City:  SACRAMENTO  Region  #:  05 

Date  Reported:  1988/07/18  Date  Reviewed:  1988/07/18 

Responsible  Agency:  REGIONAL  BOARD 
Substance :  GASOLINE 
Affected  Media:  SOIL  ONLY 
Status:  PSA  UNDERWAY 


Abatement  Method: 


CALIFORNIA  LEAKING  UST  REPORT 


Map  status:  IN  SEARCH  AREA  -  SITE  MAPPED  (REFER  TO  MAP  #) 

Map  Number:  L13366 

Site:  SAC  ARMY  DEPOT 
Address:  8350  FRUITRIOGE  RD 

City:  SACRAMENTO  Region  #:  05 

Date  Reported:  1981/10/29  Date  Reviewed:  1991/08/01 

Responsible  Agency:  REGIONAL  BOARD 
Substance:  UNLEADED  GASOLINE 
Affected  Media:  SOIL  ONLY 
Status:  LEAK  BEING  CONFIRMED 
Abatement  Method: 

Map  Status:  IN  SEARCH  AREA  -  SITE  MAPPED  (REFER  TO  MAP  #) 

Map  Number :  LI 3  4 19 

Site:  WESTERN  KRAFT 
Address:  8333  24TH  AVE 

City:  SACRAMENTO  Region  #:  05 

Date  Reported:  1989/02/08  Date  Reviewed:  1989/02/08 

Responsible  Agency:  REGIONAL  BOARD 
Substance:  GASOLINE 
Affected  Media:  SOIL  ONLY 
Status:  REMEDIAL  ACTION 
Abatement  Method: 
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CALIFORNIA  LEAKING  UST  REPORT 


Map  StatUSt  IN  SEARCH  AREA  -  SITE  MAPPED  (REFER  TO  MAP  #) 

Map  Number:  L13423 

Site:  M&P  REPAIR  (CLOSED-CO) 

Address:  5743  POWER  INN  RO 

City:  SACRAMENTO  Region  #:  05 

Date  Reported:  1989/05/31  Date  Reviewed:  1990/01/04 

Responsible  Agency:  LOCAL  AGENCY 
Substance:  DIESEL 
Affected  Media:  SOIL  ONLY 
Status:  CASE  CLOSED 


Abatement  Method: 


Map  status:  IN  SEARCH  AREA  -  SITE  MAPPED  (REFER  TO  MAP  #) 

Map  Number:  L13450 

Site:  PROCTER  &  GAMBLE  (CLOSED-CO) 

Address:  8201  FRUITRIDGE  RO 

City:  SACRAMENTO  Region  0:  05 

Date  Reported:  1989/11/21  Date  Reviewed:  1989/11/21 

Responsible  Agency:  LOCAL  AGENCY 


Substance :  GASOLINE 
Affected  Media:  SOIL  ONLY 
Status:  CASE  CLOSED 

Abatement  Method:  EXCAVATE  &  DISPOSE 
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CALIFORNIA  LEAKING  UST  REPORT 


Map  Status:  ZM  SEARCH  AREA  -  SITE  MAPPED  (REFER  TO  MAP  #) 

Map  Number:  L13500 

Site:  EDWARD  R  BACON  COMPANY 
Address:  8720  FRUITRIDGE  RD 

City:  SACRAMENTO  Region  #:  05 

Date  Reported:  1990/06/22  Date  Reviewed:  1990/06/22 

Responsible  Agency:  REGIONAL  BOARD 
Substance :  GASOLINE 
Affected  Media:  SOIL  ONLY 
Status:  REMEDIAL  ACTION 
Abatement  Method:  CDED 


Map  Status:  IN  search  AREA  -  SITE  MAPPED  (REFER  TO  MAP  #) 

Map  Number:  L13533 

Site:  FORMER  SS  (CLOSED~CO) 

Address:  6300  POWER  INN  RD 

City:  SACRAMENTO  Region  #:  05 

Date  Reported:  1990/09/04  Date  Reviewed:  1990/09/04 

Responsible  Agency:  LOCAL  AGENCY 


Substance :  GASOLINE 
Affected  Media:  SOIL  ONLY 
Status:  CASE  CLOSED 
Abatement  Method:  EXCAVATE  &  TREAT 
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Map  Status:  IN  SEARCH  AREA  -  SITE  MAPPED  (REFER  TO  MAP  #) 

Map  Nvunber:  L13547 

Site:  DOLAN'S  LUMBER 
Address:  5150  FLORIN-PERKINS  RD 

City:  SACRAMENTO  Region  #:  05 

Date  Reported:  1990/10/04  Date  Reviewed:  1990/10/04 

Responsible  Agency:  REGIONAL  BOARD 

Substance:  GASOLINE 

Affected  Media:  SOIL  ONLY 

Status:  PSA  UNDERWAY 

Abatement  Method:  EXCAVATE  &  TREAT 

Map  Status:  IN  SEARCH  AREA  -  SITE  MAPPED  (REFER  TO  MAP  #) 

Map  Number:  L13555 

Site:  SPANDA  INDUSTRIAL  DEVELOPEMENT 
Address:  T8131  37TH  AVE 

City:  SACRAMENTO  Region  #:  05 

Date  Reported:  1990/11/02  Date  Reviewed:  1990/11/02 

Responsible  Agency:  REGIONAL  BOARD 
Substance:  GASOLINE 
Affected  Media:  SOIL  ONLY 
Status:  LEAK  BEING  CONFIRMED 
Abatement  Method:  EXCAVATE  &  DISPOSE 
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CALIFORNIA  LEAKING  UST  REPORT 


Map  Status:  ZM  SEARCH  AREA  -  SITE  MAPPED  (REFER  TO  MAP  #) 

Map  Number:  L13574 

Site:  MARKEL  BROS.  PLUMBING 
Address:  8455  24TH  AVE 

City:  SACRAMENTO  Region  #:  05 

Date  Reported:  1991/01/08  Date  Reviewed:  1991/01/08 

Responsible  Agency:  REGIONAL  BOARD 
Substance :  GASOLINE 
Affected  Media:  SOIL  ONLY 
Status:  LEAK  BEING  CONFIRMED 
Abatement  Method:  ACTION  NOT  REQUIRED 


Map  Status:  IN  SEARCH  AREA  -  SITE  MAPPED  (REFER  TO  MAP  #) 

Map  Niuober:  L13585 

Site:  SOZZI  TRUST 
Address:  8542  ELDER  CREEK  RD 

City:  SACRAMENTO  Region  #:  05 

Date  Reported:  1991/03/19  Date  Reviewed:  1991/03/19 

Responsible  Agency:  REGIONAL  BOARD 
Substance:  WASTE  OIL 
Affected  Media:  SOIL  ONLY 
Status:  LEAK  BEING  CONFIRMED 
Abatement  Method:  EXCAVATE  &  DISPOSE 
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Map  Status:  ZM  SEARCH  AREA  -  SITE  MAPPED  (REFER  TO  MAP  #) 

Map  Nvunber:  L13588 

Site:  SAFETY  KLEEN  (FORMER  SITE) 

Address:  8543A  UNSWORTH  AVE 

City:  SACRAMENTO  Region  #:  05 

Date  Reported:  1991/03/13  Date  Reviewed:  1991/03/13 

Responsible  Agency:  REGIONAL  BOARD 
Substance:  MINERAL  SPIRITS 
Affected  Media:  SOIL  ONLY 
Status:  REMEDIAL  ACTION 
Abatement  Method:  OT 

Map  Status:  IM  SEARCH  AREA  >  SITE  MAPPED  (REFER  TO  MAP  #) 

Map  Number:  L13590 

Site:  GELCO  INSITUFORM 
Address:  8565  ELDER  CREEK  RD 

City:  SACRAMENTO  Region  #:  05 

Date  Reported:  1991/03/13  Date  Reviewed:  1991/09/13 

Responsible  Agency:  LOCAL  AGENCY 
Substance:  GASOLINE 
Affected  Media:  SOIL  ONLY 
Status :  CASE  CLOSED 
Abatement  Method:  EXCAVATE  &  TREAT 
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Map  Status:  IN  SEARCH  AREA  -  SITE  MAPPED  (REFER  TO  MAP  #) 

Map  Number:  L13592 

Site:  ALEXANDER  IROIj  (CLOSED  BY  CO.) 

Address:  )8594  FRUITRIDGE  RD 

City:  SACRAMENTO  Region  i:  05 

Date  Reported:  1991/03/13  Date  Reviewed:  1991/03/13 

Responsible  Agency:  LOCAL  AGENCY 


Substance :  GASOLINE 
Affected  Media:  SOIL  ONLY 
Status:  CASE  CLOSED 
Abatement  Method:  EXCAVATE  &  TREAT 


Map  status:  IN  search  area  -  SITE  MAPPED  (REFER  TO  MAP  #) 

Map  Number:  L13610 

Site:  FLEMING-SACRAMENTO 
Address:  8301  FRUITRIDGE  RD 

City:  SACRAMENTO  Region  #:  05 

Date  Reported:  1991/03/13  Date  Reviewed:  1991/03/13 

Responsible  Agency:  REGIONAL  BOARD 


Substance :  DIESEL 
Affected  Media:  SOIL  ONLY 
Status:  REMEDIAL  ACTION 


Abatement  Method: 
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CALIFORNIA  LEAKING  UST  REPORT 


Map  Status:  IN  SEARCH  AREA  -  SITE  MAPPED  (REFER  TO  MAP  #) 

Map  Number:  L20518 

Site:  ALEXANDER  IRON  (CLOSED  BY  CO.) 

Address:  8594  FRUITRIDGE  RD 

City:  SACRAMENTO  Region  #: 

Date  Reported:  1991/03/13  Date  Reviewed:  1991/03/13 

Responsible  Agency:  LOCAL  AGENCY 

Substance :  GASOLINE 

Affected  Media:  SOIL  ONLY 

Status:  CASE  CLOSED 

Abatement  Method:  EXCAVATE  &  TREAT 


Map  Status:  IN  SEARCH  AREA  »  SITE  MAPPED  (REFER  TO  MAP  #) 

Map  Number:  L20568 

Site:  ARA  SERVICES 
Address:  6211  POWER  INN  RD 

City:  SACRAMENTO  Region  #: 

Date  Reported:  1992/06/16  Date  Reviewed:  1992/06/16 

Responsible  Agency:  REGIONAL  BOARD 


Substance :  GASOLINE 
Affected  Media:  SOIL  ONLY 
Status:  LEAK  BEING  CONFIRMED 
Abatement  Method:  EXCAVATE  &  DISPOSE 
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Map  Status:  IN  SEARCH  AREA  -  SITE  MAPPED  (REFER  TO  MAP  #) 

Nap  Number:  L23207 

Site:  SOUTH  AREA  REFUSE  TRANSFER  STA 
Address:  8550  FRUITRIDGE  RO 

City:  SACRAMENTO  Region  #: 

Date  Reported:  1986/10/01  Date  Reviewed:  1986/10/01 

Responsible  Agency:  REGIONAL  BOARD 


Substance:  DIESEL 
Affected  Media:  SOIL  ONLY 
Status:  PSA  UNDERWAY 
Abatement  Method: 


Map  Status:  IN  SEARCH  AREA  -  SITE  MAPPED  (REFER  TO  MAP  #) 

Map  Number:  L23240 

Site:  SPANDA  INDUSTRIAL  DEVELOPEMENT 
Address:  8131  37TH  AVE 

City:  SACRAMENTO  Region  #: 

Date  Reported:  1990/11/02  Date  Reviewed:  1990/11/02 

Responsible  Agency:  REGIONAL  BOARD 


Substance :  GASOLINE 
Affected  Media:  SOIL  ONLY 
Status:  LEAK  BEING  CONFINED 
Abatement  Method:  EXCAVATE  &  DISPOSE 
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UNITED  STATES  ENVIRONMENTAL  PROTECTION  AGENCY 

MTOION  IX 

r9  nswinonw  iiuwi 
San  Franeiaeo,  Ca.  94105^801 

February  10,  1994 


Major  Ronald  Light 
Departnent  of  the  Amy,  USAEC 
Base  Closure  Division 
Beal  Road,  Building  4480 
Aberdeen  Proving  Ground,  MD  21010 

re:  Draft  CERFA  Report  -  Sacranento  Amy  Depot 

Dear  Major  Light: 

The  following  comments  address  the  Amy  Environmental  Center's 
document,  "Draft  CERFA  Report,  Sacramento  Amy  Depot".  The 
comments  below  do  not  represent  EPA  concurrence  on  CERFA 
findings;  EPA  will  make  a  concurrence  decision  upon  receipt  of 
the  Final  CERFA  Report.  This  letter  breaks  down  our  comments 
into  both  general  and  parcel-specific  comments. 

As  discussed,  additional  comments  on  the  Draft  CERFA  Report  have 
been  sent  to  you  under  separate  cover  from  the  California 
Environmental  Protection  Agency  (Cal/ EPA) .  As  the  State's 
representative  is  a  member  of  the  Base  Closure  Team,  it  would  be 
useful  to  consider  the  State's  comment  ;. 


General  Comments: 


Sfifftion  _ CERFA  parcels: 

The  definition  provided  for  the  CERFA  Parcel  category  includes 
areas  that  contained  so-called  "non-CERCLA  hazards"  but  have 
since  been  fully  remediated.  EPA  does  not  agree  with  this 
definition.  First,  many  of  the  substances  listed  as  "non-CERCLA" 
are  indeed  regulated  under  CERCLA.  Also,  as  noted  in  the 
description  of  the  CERFA  with  qualifiers  category,  remediation  is 
not  a  factor  under  120(h) (4)  for  purposes  of  identifying  areas 
where  hazardous  substances  have  been  stored,  released,  or 
disposed  of. 


Sfciap..  1,2; _ CERFA  Parcelfs)  with  Qualifier fs)  ; 

The.  Army  has  introduced  a  parcel  category  called  "CERFA  Parcel (s) 
with  Qualifiers"  which  is  outside  the  scope  of  the  BRAC  seven 
parcel  categories.  EPA  Region  9  does  not  agree  that  this 
category  should  be  included  in  the  CERFA  report  because  it 
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presents  two  basic  problems.  First,  as  mentioned  above,  some  of 
the  "non-CERCLA"  hazards  listed  are  regulated  under  CERCLA 
(asbestos,  lead,  PCBs,  radon,  radionuclides) .  Second,  it  is 
unclear  whether  the  Army  Intends  to  transfer  these  parcels  as 
uncontaminated  parcels.  EPA  may  agree  that  the  transfer  of  some 
of  the  parcels  in  this  category  may  not  pose  a  problem,  but  that 
others  should  not  be  transferred  as  uncontaminated.  In  any 
event,  such  a  transfer  would  not  be  based  upon  the  rationale  that 
the  substance  is  not  a  CERCLA  hazardous  substance.  However,  the 
category  as  described  on  page  2  indicates  otherwise. 


Sec.  1.2.  Definition  of  Terms; 

All  definitions  in  Sec.  1.2  should  more  closely  track  the 
language  of  CERCLA  S  120(h)(4)(A),  regarding  the  storage, 
release,  or  disposal  of  hazardous  substances,  petroleum  products 
or  their  derivatives.  For  example,  see  comment  to  Sec.  3.1.2 
regarding  use  of  the  term  "hazardous  substances";  also,  whereas 
the  Army's  definitions  use  the  terms  "petroleum,  or  petroleum 
derivatives",  CERCLA  S  120(h)(4)(A)  refers  to  "petroleum  products 
or  their  derivatives",  which  may  be  broader  in  scope  than  the 
former. 


Sec.  2.0.  scope  of  Investigation: 

This  section  refers  to  the  subject  Draft  Report  as* a  "CERFA 
Supplementary  Preliminary  Assessment".  We  request  that  this  term 
be  defined.  This  section  lists  several  categories  of  information 
on  which  the  Report  is  based,  but  does  not  appear  to  include  all 
sources  of  information  required  in  CERCLA  S  120(h)(4)(A). 

Sec.  2.1.  Existing  Investigation  Documents; 

RCRA  Facility  Assessment  should  be  included  in  this  list. 

Sec.  2.2.  Federal.  State,  and  Local  Government  Regulatory 
Records; 

We  request  that  the  report  verify  whether  the  document  search 
described  is  sufficient  to  satisfy  the  requirements  of  CERCLA  S 
120(h) (4) (A) (i)  and  (vi) ,  which  require  "detailed  search"  of 
Federal  government  records  pertaining  to  the  property,  and 
"reasonably  obtainable"  Federal,  State,  and  local  government 
records,  respectively.  Additional  sources  of  information  are 
identified  in  Section  6  of  the  Report,  but  not  discussed  here. 

We  note  that  the  heading  for  Section  2.2  includes  local 
government  records,  but  none  are  listed. 

Sec .  2.3.  Interviews ;  also.  Table  2.3-1: 


The  Army  should  explain  how  it  has  met  the  requirements  of  CERCLA 
S  120(h) (4) (A) (vii) ,  which  requires  interviews  with  current  or 


former  employees  "Involved  in  operations"  on  the  real  property. 
The  persons  listed  in  Table  2.3»1  do  not  fall  into  this  category 


Sec.  2.4.  visual  Insnectionst 

The  Report  should  more  specifically  explain  how  the  visual 
inspections  satisfy  the  requirements  of  S  120(h) (4) (A) (iv) ,  which 
call  for  visual  inspections  of  "buildings,  structures,  equipment, 
pipe,  pipeline,  or  other  improvements"  and  visual  inspections  of 
"properties  immediately  adjacent"  to  each  parcel.  "[S]ite 
Inspections  of  selected  buildings/warehouses"  does  not  appear 
sufficient;  why  were  Inspections  conducted  selectively? 

Also,  there  is  no  mention  of  any  physical  inspection  of  adjacent 
property,  which  is  required  by  S  120(h) (4) (A) (v) . 


Sec.  2.5.  Title  Documents  - 

The  Report  should  verify  whether  the  "[t]itle  documents  available 
from  the  U.S.  Corps  of  Engineers  Real  Estate  Division"  include 
all  recorded  chain  of  title  doctiments,  as  required  by 
S  120(h) (4) (A) (ii) ,  for  parcels  evaluated  in  the  CERFA  Report. 
Also,  if  "all  property  currently  comprising"  SAAD  was  acquired  in 
the  1940s.  then  why  make  a  distinction  for  property  "acquired  by 
the  U.S.  Army  prior  to  1970"?  Finally,  since  the  purpose  of 
reviewing  title  documents  and  other  information  under  §  120 
(h) (4) (A)  highlight  any  prior  property  ownership  that  would 
appear  to  be  of  environmental  concern  and  discuss  the  use  of  the 
property  under  that  ownership. 


Seg.  3.1.2.  Hazardous  Materials/Waste  Management; 

In  general,  the  terms  "hazardous  materials"  and  "hazardous  waste" 
are  used  throughout  this  Report  but  are  nowhere  defined  (see 
earlier  comment  for  Sec.  .1.2,  Definition  of  Terms).  It  is 
unclear  how  these  terms  overlap  with  the  operative  CERFA  term 
"hazardous  substances"  (defined  in  CERCLA  S  101,  includes 
"hazardous  waste"  as  a  subset) .  For  example,  p.  13  refers  to 
"hazardous  materials  and  hazardous  wastes";  statement  p.  14  re 
"[h]azardous  materials  ...  include  petroleum  products." 

Instead  of  "hazardous  materials",  the  Report  should  consistently 
use  the  correct  CERFA  terms  "hazardous  substances"  and  "petroleum 
products  and  their  derivatives". 

Sec.  3.2.  Changes  to  Real  Property  Environmental  Conditions; 

We  note  that  completion  of  remediation  of  areas  contaminated  with 
hazardous  substances  is  not  relevant  for  CERFA  purposes,  because 
past  contamination  eliminates  parcels  from  CERFA  eligibility. 
Areas  on  which  remedial  actions  have  occurred  should  be  indicated 
in  Table  5.5-1  which  discusses  the  CERFA  status  of  each  parcel. 


EvftlwtttiQn 

The  FFA  did  not  categorize  sites  as  "Group  1"  or  "Group  2." 

Sec.  4.3.  Adjacent  or  Surrounding  Properties; 

CERFA  requires  visual  and  physical  inspections  of  property 
adjacent  to  the  real  property  %diich  is  identified  as 
uncontaainated,  as  well  as  a  records  search  relating  to  releases 
on  adjacent  property.  (See  S120(h) (4) (v) ,  (vi) ,  and  (vii).)  It 
is  EPA's  position  that  the  CERFA  requirenent  dealing  with 
adjacent  properties  applies  not  only  to  the  outer  boundaries  of 
SAAO,  but  also  to  the  outer  boiindaries  of  each  individual  parcel 
that  is  being  identified  as  uncontaainated  under  Section 
120(h)(4).  The  focus  should  be  on  whether  releases  have  occurred 
on  adjacent  property,  both  on  and  off  SAAD,  so  that  there  can  be 
assurance  that  contaminants  from  adjacent  parcels  do  not  impact 
uncontaminated  parcels.  Please  provide  indication  that  this 
requirement  has  been  addressed.  It  would  be  helpful  to  provide 
such  indication  with  the  description  of  each  CERFA  parcel 
contained  in  Table  5-1  of  the  CERFA  Report. 

Sec.  4.4.  Won-CERCIA  Environmental  Concerns: 

As  discussed  under  Sec.  1.2  above,  the  use  of  this  heading  as  it 
applies  to  asbestos,  lead-based  paint,  radon,  etc.,  is 
inappropriate.  The  term  should  be  changed. 

It  is  our  understanding  that  the  Army  has  taken  the  position  that 
the  presence  of  asbestos  and  lead-based  paint  in  intact  and  good 
condition,  the  presence  of  naturally-occurring  radon  (or  other 
naturally-occurring  radionuclides) ,  or  the  presence  of  PCB- 
containing  transformers  that  are  part  of  an  active  electrical 
supply  system  need  not  disqualify  property  as  being 
uncontaminated  under  120(h)(4).  The  CERFA  report  should  provide 
the  Army's  legal  rationale  for  this  conclusion,  and  the  Army's 
approach  for  determining  whether  or  not  storage,  release,  or 
disposal  has  occurred  should  be  clearly  set  forth  in  Section  4.4 
of  the  Report.  Also,  in  EPA's  view,  the  presence  of  these 
materials  should  be  disclosed  to  the  public  and  to  potential 
future  users  of  the  property. 

The  Draft  CERFA  Report  provides  information  about  the  presence 
and  condition  of  asbestos,  radon,  and  lead-based  paint  in  several 
areas  on  the  base.  For  other  areas,  survey  data  was  not  yet 
complete  at  the  time  of  the  report.  It  is  our  understanding  that 
the  most  recent  available  data  will  be  included  in  the  final 
CERFA  Report. 

Pesticides; 


The  Draft  Report  does  not  mention  the  use  of  pesticides  on  the 


base  and  how  this  nay  Inpact  the  CERFA  status  of  parcels  which 
are  otherwise  CERFA-eligible.  If  the  Amy  noninates  areas  as 
CERFA  parcels  which  are  likely  to  have  been  subjected  to  the  use 
of  pesticides  and  herbicides,  EPA  Region  9  reguests  that  AEC 
include  infomation  about  the  pesticides  and  herbicides  used  on 
these  areas,  and  the  frequency  and  amounts  of  pesticide  and 
herbicide  use.  EPA  Region  9  ftirther  requests  that  AEC  provide 
the  legal  rationale  for  the  conclusion  that  areas  on  which 
pesticides  were  once  used  can  be  included  as  uncontaminated  areas 
under  CERFA. 

4.4.3  PCB  Transfomers  - 

The  document  should  be  more  direct  in  explaining  under  what 
circumstances  a  parcel  containing  a  PCB  transfomer  will  be 
categorized  as  a  CERFA  parcel  or  a  CERFA-Disqualifled  parcel. 

For  example,  state:  "Parcels  which  contain  or  have  contained 
leaking  PCB-fllled  transfomers  have  been  placed  in  the  CERFA- 
Disqualified  parcel  category  because  a  release  of  hazardous 
substances  has  occurred  and  such  parcel  cannot  be  identified  as 
uncontaminated  under  S120 (h)(4)  of  CERCLA.  Parcels  which  contain 
PCB-filled  transfomers  which  are  operable  and  in  nomal  use  with 
no  evidence  of  leaking  have  been  placed  in  the  CERFA  parcel 
category  because  ...".  Also,  if  storage  of  PCB  transfomers 
occurred,  this  should  be  stated. 

Seg,_4^5.  Sites  with  Historical  or  Ongoing  Remediation  Efforts; 

Several  of  the  statements  in  this  section  regarding  the  status  of 
the  remediation  are  outdated  or  otherwise  not  necessarily 
correct,  and  should  be  deleted.  In  fact,  for  purposes  of 
identifying  uncontaminated  property  in  this  Report,  such  detailed 
descriptions  of  ongoing  remediation  are  not  required.  It  would 
be  sufficient  to  identify  the  contaminated  sites  where  CERCLA 
response  action  has  been  or  will  be  taken,  and  note  that  the 
corresponding  parcels  are  therefore  in  the  "CERFA-Disqualif ied" 
category. 

[The  following  are  examples  of  the  statements  which  are  outdated 
or  incorrect;  Existing  Groundwater  ROD  will  be  amended; 

Oxidation  Lagoons  remediation  is  expected  to  be  completed  in 
1993;  Basewide  ROD  is  expected  to  be  signed  "between  October  1994 
and  March  1995";  Pesticide  and  Battery  Disposal  area  are  being 
conducted  as  "Removal  Action  in  accordance  with  CERCLA" . ] 

Sec.  4.6.  CERFA  Excluded  Parcels; 

Although  the  parcels  are  excluded,  the  Report  should  establish 
potential  sources  of  contamination  on  these  properties  insofar  as 
they  are  adjacent  to  and  impact  parcels  which  the  Amy  nominates 
as  uncontaminated. 


Table  4.1-1;  Abbreviations  (HR,  HS,  HM,  HR-P,  PS)  should  be 
defined  (if  "HM"  and  "HS"  refer  to  "hazardous  materials"  and 


"hasardoua  stibstancas" ,  raspactlvaly,  s««  pracading  cnmant  ra 
using  CERFA  taras) . 

Tabla  4.4-1!  slnca  thara  is  a  "data  installad"  coluan,  plaasa 
indicata  %dian  tha  PCB  transforaars  wara  raaovad. 

Table  4.5-1;  Saa  coaaants  to  Sac.  4.5. 

Rtftrgnggai 

Aerial  photographs  evaluated  for  tha  historical  use  or  presence 
of  hazardous  substances  are  identified  as  items  R-IS  and  R'*14. 
Please  include  tha  dates  and  sources  of  aerial  photographs  used. 

Paroal-spaoifio  coaaeatst 

The  folloviag  specific  ccaaeats  refer  to  "CERTA  Parcels*': 

Parcel  laP  -  We  request  that  the  report  include  indication  of 
how  this  parcel  may  have  been  impacted  by  contamination  on 
adjacent  parcels.  (See  comment  on  Sec.  4.3  above.)  There  are 
several  possible  impacts  to  this  parcel:  a  UST  was  formerly 
located  on  adjacent  Parcel  IbD  and  an  AST  is  currently  located 
there.  Outside  the  base  boundary  adjacent  to  the  northwest 
corner  of  the  base,  the  Draft  CERFA  report  notes  that  Proctor  and 
Gamble  had  a  leaking  vmderground  storage  tank  (#L13450)  and  that 
four  spills  occurred  in  the  area  (#340950,  #342250,  #335057, 
#342150) .  We  request  that  the  document  identify  how  these 
elements  did  or  did  not  impact  a  finding  of  uncontaminated  for 
Parcel  lap. 

Parcel  7P  -  We  request  that  the  report  include  indication  of  how 
this  parcel  may  have  been  impacted  by  contamination  on  adjacent 
parcels.  (See  comment  on  Sec.  4.3  above.)  The  other  boundaries 
of  Parcel  7P  are  adjacent  to  parcels  5,  6,  8,  9,  and  24,  where 
storage  occurred  and  a  UST  was  removed.  In  addition,  this  parcel 
may  have  been  impacted  by  contamination  from  sources  outside  the 
base  boundary.  The  color-coded  maps  produced  by  Environmental 
Database,  Inc.  identify  3  reports  of  leaking  tanks  in  the 
vicinity  of  this  parcel.  (These  tank  sites  are  coded  L13610, 
L13366,  and  L13303.)  We  request  that  the  docxunent  identify  how 
these  lezUcing  tanks  did  or  did  not  impact  a  finding  of 
uncontaminated  for  Parcel  7P. 

Parcel  13aP  -  Railroad  tracks  may  impact  property  categorization 
depending  on  base-specific  operations.  Areas  where  trains  have 
been  loaded  and  unloaded  (rail  spurs,  several  lines  of  rail 
running  parallel  to  each  other,  etc.)  may  have  a  high 
probability  of  releases  of  petroleum  and  hazardous  substances. 

In  a  meeting  with  Base  staff  and  with  Cal/EPA  representatives  at 
Sacramento  Army  Depot  on  January  11,  it  was  agreed  that  the  rail 
use  history  of  Parcel  13aP  indicated  that  it  was  likely  to  be 
affected  by  releases  which  would  disqualify  it  from  CERFA  status. 
Representatives  subsequently  communicated  this  opinion  via 


conference  call  to  Dominique  Edwards  of  your  office. 

Varoel  86P  -  The  so-called  contractor  spoils  area  was  nominated 
as  a  CERFA  parcel  along  with  5  other  parcels  in  this  area.  The 
contractor  spoils  area  is  Parcel  86P.  In  the  meeting  with  Base 
staff  and  with  Cal/EPA  representatives  at  Sacramento  Army  Depot 
on  January  ll,  it  was  acknowledged  that  the  BCT  was  awaiting 
results  of  sampling  taken  at  the  contractor  spoils  area  to  verify 
whether  it  was  affected  by  contamination.  It  was  agreed  that 
until  sampling  verification  is  received,  the  BCT  could  not  rule 
out  the  possibility  that  the  parcel  was  affected  by  releases 
which  would  disqualify  it  from  CERFA  status.  Representatives 
subsequently  communicated  this  opinion  via  conference  call  to 
Dominique  Edwards  of  your  office.  If  sampling  results  indicate 
no  contamination,  and  if  they  are  received  in  time  to  be  included 
in  the  final  CERFA  report,  the  BCT  agreed  that  Parcel  86P  could 
be  nominated  as  a  CERFA  parcel. 

Parcel  87P  -  We  request  that  the  report  include  indication  of 
how  this  parcel  may  have  been  impacted  by  contamination  from 
adjacent  parcels,  including  the  CERFA-excluded  parcels  on  the 
southern  boundary.  (See  comment  on  Sec.  4.3  above.)  The  color- 
coded  maps  produced  by  Environmental  Database,  Inc.  identify 
reports  of  spills  in  the  vicinity  of  this  parcel  outside  the 
eastern  base  boundary  across  Florin  Perkins  Road  (#325358, 
#598051) .  We  request  that  the  dociiment  identify  how  these 
leaking  tanks  did  or  did  not  impact  a  finding  of  uncontaminated 
for  Parcel  87P.  More  specific  information  about  the  PCB 
transformer  contained  in  Parcel  87  (listed  in  Table  4.4-1)  should 
be  given  to  support  categorization  as  a  CERFA  Parcel. 

Parcels  92P/  93P,  9€P,  97P  -  We  request  that  the  report  include 
indication  of  how  these  parcels  have  been  impacted  by 
contamination  from  adjacent  parcels,  including  the  CERFA-excluded 
parcels  on  the  southern  boundary.  (See  comment  on  Sec.  4.3 
above . ) 

The  following  specific  comments  refer  to  "CERFA  with  Qualifier 
Parcels": 

Parcel  2Q  -  The  parcel  contains  a  pool  and  a  bath  house.  EPA 
staff  received  indication  that  chlorine  gas  containers  may  have 
been  stored  on  the  parcel  for  purposes  of  pool  chlorination.  If 
such  storage  occurred  for  one  year  or  more,  the  parcel  cannot  be 
considered  a  CERFA  parcel. 

Parcels  3Q,  IIQ,  72Q,  73Q,  94Q,  95Q  -  We  request  that  the 
report  include  indication  of  how  these  parcels  have  been  impacted 
by  contamination  from  adjacent  parcels.  (See  comment  on  Sec.  4.3 
above . )  See  comment  on  Sec .  4.4  above  concerning  asbestos  and 
lead-based  paint. 

Ths  following  specific  comment  refers  to  "CERFA  Disqualified 
Parcels: 


Vare«l  12  ~  "RCRA  Rcaoval  Action**  is  an  incorrect  tern; 
presuaably  the  Amy  aeans  either  "RCRA  corrective  action"  and/or 
"RCRA  closure". 


Thank  you  for  the  opportunity  to  review  the  Draft  CERFA  report. 
We  look  forward  to  discussing  these  coasents  with  you.  Please 
contact  ne  at  (415)  744-2410,  or  John  Keanerer,  Chief  of  EPA 
Region  9's  Base  Closxires  Program,  at  (415)  744-2411. 


Sincerely, 

Deirdre  Nurre 

Base  Closure  Specialist 


Enclosure 

cc:  John  Green,  Sacramento  Army  Depot 
Jennifer  Smith,  DTSC 
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PgTE  WUOIt  Oo»>w>f 


DEPARTMENT  OF  TOXIC  SUBSTANCES  CONTROL 

400  P  StrMt,  4t^  Floor 


Bok806 

•monio.  CA  96812-0806 


(916)  255-2009 


February  4»  1994 


Ms .  Dominique  Edwards 
Department  of  the  Army,  AEC 
Base  Closure  Division 
Beal  Road,  Building  4480 

Aberdeen  Proving  Ground,  Maryland  21010-5401 
Dear  Ms .  Edwards : 


We  appreciate  the  opportunity  to  review  the  October  22,  1993 
Sacramento  Army  Depot  Draft  Community  Environmental  Response 
Facilitation  Act  (CERFA)  Report  which  we  received  on 
November  23,  1993.  A  conference  call  was  held  on 
January  11,  1994  with  you,  Sacramento  Army  Depot  (SAAD)  staff  and 
representatives  from  the  United  States  Environmental  Protection 
Agency,  Region  IX  and  the  Department  of  Toxic  Substances  Control 
(DTSC) .  This  conference  call  was  very  helpful  in  refining  the 
document.  We  understand  that  a  memo  was  forwarded  from 


Mr.  Dan  Oburn,  the  Base  Realignment  and  Closure  Environmental 
Coordinator  for  SAAD  to  the  Army  Environmental  Center  (AEC)  which 
included  some  of  our  initial  comments  as  well  as  SAAD's. 


Enclosed  please  find  general  and  specific  comments  on  the 
Draft  CERFA  document  from  the  following  agencies: 

Attachment  One  is  the  California  Environmental  Protection 
Agency's  comments.  This  set  of  comments  is  primarily  prepared  by 
DTSC.  Comments  have  also  been  provided  by  the  Regional  Water 
Quality  Control  Board  and  are  denoted  with  the  initials  (RWQCB) . 

The  California  Department  of  Health  Services,  Environmental 
Radiation  Program  also  provided  comments  and  are  included  as 
Attachment  Two. 


We  have  closely  coordinated  our  comments  with  U.S.  EPA. 

Due  to  the  strict  timeline  imposed  by  the  CERFA  statute,  we  feel 
that  it  is  important  that  we  worlc  closely  with  you  and  EPA  to 
address  our  concerns  in  your  final  report.  Further,  it  would  be 
helpful  to  EPA  and  the  State  if  your  letter  requesting 
concurrence  included  a  listing  of  specific  parcels  upon  which  you 
want  concurrence.  We  loo)c  forward  to  our  scheduled  on-board 
meeting  for  February  10,  1994  which  we  believe  will  be  very 
productive . 


Ms.  Dominique  Edwards 
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If  you  would  like  to  discuss  these  comments  further,  please 
contact  me  at  (916)  255-2015. 


Sincerely, 

Diana  Feebler 

Environmental  Assessment  and 
Reuse  Specialist 


Enclosure 

cc:  Steven  A.  Book  Ph.D. 

Department  of  Health  Services 
Environmental  Radiation  Programs 
601  N.  7th  Street 
P.O.  Box  942732 

Sacramento,  California  94234-7320 

Mr.  James  M.  Frank 
Sacramento  County  Health  Department 
Hazardous  Materials  Division 
8475  Jackson  Road,  Suite  230 
Sacramento,  California  95826 

Ms .  Deirdre  Nurre 

U.S.  Environmental  Protection  Agency 
Region  IX 

75  Hawthorne  Street 

San  Francisco,  California  94105-3901 
Mr .  Dan  Oburn 

BRAC  Environmental  Coordinator 
Sacramento  Army  Depot  SDSSA-EL4 
8350  Fruitridge  Road 
Sacramento,  California  95813-5052 


ATTACHMENT  ONE 


SUBJECT:  Evaluation  of  Draft  Conununity  Environmental  Response 
Facilitation  Act  (CERFA)  Report  for  the  Sacramento  Army  Depot 

QEMBRAL  COMMENTS 

During  our  conference  call  on  January  11,  1994,  it  was  agreed  by 
all  parties  that  the  Contractor  Spoils  Area  and  the  Southern 
Pacific  Railroad  track  area  will  be  removed  from  consideration  as 
CERFA  parcels. 

Section  1.1 

Consistency  in  using  either  the  terms  BRAC  I  and  II  or  BRAC  88  and 
BRAC  91  would  be  helpful.  Document  uses  BRAC  I  and  BRAC  91. 

Document  states  that  the  Public  Laws  designating  bases  to  close 
made  it  necessary  to  investigate  and  clean  up  environmental 
contamination  prior  to  the  release  and  reuse  of  the  property. 
Legally,  it  would  be  necessary  for  the  Army  to  remediate 
environmental  contamination  even  if  the  base  were  not  closing. 

Please  clarify  language  regarding  what  CERFA  actr.ally  does  with 
respect  to  contamination  assessment,  cleanup,  and  regulatory  agency 
notification/concurrence  for  federal  facility  closures.  It 
requires  the  federal  government,  before  termination  of  federal 
activities  on  real  property  to  identify  property  where  no  hazardous 
substance  was  stored  for  one  year  or  more,  released,  or  disposed 
of.  Also,  the  designation  must  be  concurred  with  by  the 
appropriate  regulatory  agency. 

Section  1.2 

Document  states  that  a  CERFA  Parcel  is  one  on  which  there  is  no 
evidence  of  current  or  historic  storage  for  a  one  year  period.  A 
more  accurate  description  would  be  no  storage  for  greater  than  a 
one  year  period. 

It  is  our  understanding  that  the  Army  is  taking  the  position  that 
the  presence  of  asbestos  or  lead-based  paint,  the  presence  of 
naturally-occurring  radon  (or  other  radionuclides)  ,  or  the  presence 
of  inactive  PCB- containing  equipment  need  not  disqualify  property 
from  being  designated  a  CERFA  or  CERFA  Qualified  Parcel.  Please 
provide  in  the  report  the  legal  and  technical  rationale  that  was 
used  to  reach  this  conclusion. 

Please  describe  if  the  asbestos  survey  was  comprehensive  enough  to 
indicate  friability.  When  the  asbestos  survey  was  conducted, 
please  indicate  whether  all  buildings  were  visually  inspected  to 
determine  the  condition  of  asbestos. 
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Please  provide  an  analysis  of  the  review  of  aerial  photographs 
indicated  in  your  draft  document.  If  nothing  was  observed,  please 
state  so  in  the  document.  Likewise,  we  would  like  to  see 
statements  that  indicate  that  there  was  no  likelihood  of  CERFA 
parcels  being  affected  by  sources  of  contamination  on  any  adjacent 
parcels . 

Please  indicate  where  building  73  Q  A/L(P)  is  located  and  whether 
it  is  the  guard  house.  It  is  not  depicted  on  the  map.  Also,  it  is 
our  understanding  that  buildings  458  and  459  do  not  exist.  They 
are  however,  depicted  on  the  map. 

Property  2Q-A/L{P)  is  listed  as  a  CERFA  parcel.  It  is  our 
understanding  that  the  swimming  pool  area  stores  chlorine  gas  for 
pool  treatment .  Please  provide  documentation  to  indicate  the 
period  of  time  the  chlorine  gas  was  stored. 

SPECIFIC  COMMENTS 

Section  1.3 

The  document  states  only  that  the  aerial  photographic  analysis  of 
Kleinf elder  was  reviewed.  Was  there  any  other  information  or 
documents  gathered  by  Kleinfelder  that  were  used  in  preparing  this 
report? 

Section  2.1 

The  RCRA  Notifier  Facility  Report  states  that  32  RCRA- permit ted 
facilities  were  within  a  one  mile  radius.  This  implies  that  these 
businesses  hold  permits  as  treatment/storage/disposal  (TSD) 
facilities.  Further  language  in  the  document  indicates  that  these 
32  are  only  generators.  This  should  be  clarified. 

The  list  of  documents  which  were  used  to  assess  whether  potential 
environmental  releases  have  occurred,  did  not  cite  one  critical 
document  which  was  used  by  later  investigators  as  a  basis  for 
determining  if  a  number  of  sites  require  further  investigation  or 
are  No  Further  Action  (NFA)  sites.  This  document  is:  Environmental 
Contamination  Survey  and  Assessment  of  Sacramento  Army  Depot 
(SAAD) ■  Battelle,  November  1981.  (RWQCB) 

Section  2.3 

CERFA  DoD  Guidance  indicates  cnat  interviews  of  current  and/or 
former  employees  involved  in  operations  on  the  real  property  should 
be  conducted.  The  list  of  interviewees  in  table  2.3-1  does  not 
indicate  that  these  workers  were  among  those  interviewed,  and  if 
they  are  current  or  former  employees. 
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Section  3.1.1 


Please  define  JSIIDS. 

Section  3.2 

Please  indicate  the  location  of  Building  250.  It  does  not  appear 
to  be  on  the  map. 

Please  update  sections  where  they  state  that  remediation/removal 
activities  have  been  planned  in  certain  areas  if  they  are  now 
complete  (such  as  Pesticide  Mix  area) . 

Document  states  that  certain  AREEs  have  been  reclassified  as  NFA 
Sites.  The  regulatory  agencies  have  not  agreed  that  these  are 
definitively  NFA  sites. 

Section  4.1 

This  section  should  be  amended  and  state  the  regulatory  agencies 
will  provide  final  concurrence  for  Group  B  and  C  NFA  sites  during 
finalization  of  the  Final  Feasibility  Study  (FS) .  (RWQCB) 

Section  4.5 

The  text  should  be  amended  and  state  that  a  major  source  of 
groundwater  contamination  is  the  South  Post  Burn  Pits.  However, 
other  source  areas  for  TCE  and  other  VOC's  exist  such  as  Parking 
Lot  #3  and  several  other  source  areas  in  the  central  section  of  the 
Depot.  (RWQCB) 


Attachncnt  Two 


SittftQfCalllDmta  DqMErtnntorBnlOiStnPlan 

Memorandum 


warn  Januaiy  20*  1994 

TO:  Jennifer  Smitfa 

Office  of  MUitaiy  Facilities 
Draixonem  (rfToxic  Subsances  Ccmtrol 
400  P  Street,  4di  Floor 
Sacramento,  Cafifonia  95812-0^ 


FtoM:  Environmental  Radiation  ITograms 

Division  of  Drinking  Water 
Environmenal  Management 
601  Nordi  7di  Street 
P.O.  Box  942732 
Sacramento,  CA  94234-7320 


subjkt:  Sacramento  Army  Depot  Draft  CERFA  Report — G)mments 


Attached  are  the  Department  of  Health  Services*  comments  on  the  Dn^  Community  Response 
Facilitation  Act  (CERFA)  Report.  Sacramento  Army  Depot,  Sacramento,  California,  October  22, 


These  comments  arc  in  support  of  the  Interagency  Agreement  between  the  Sate  Water 
Resources  Control  Board  and  the  Department  of  Health  Services. 

If  you  have  any  questions  concerning  these  commena  or  if  you  need  additional  information, 
please  give  me  a  call  at  (916)  322-2183. 


Steven  A.  Book,  Ph.D. 
Special  Assistant 

Attachment 

cc:  Rufus  Howell,  DHS 
JackMcGurk,DHS 
BillWaaon,  DHS 
John  Adams,  SWRCB 
Leslie  Laudon,  SWRCB 
Theresa  McGarry,  DTSC 
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January  20, 1994 


California  Department  of  Health  Services’  Comments  on  the  Dr<tft  Community  Response 
Facilitation  Act  (CERFA)  Report,  Sacramento  Army  Depot,  Sacramento,  California,  October  22, 
1993. 


General  Comments: 

The  draft  CERFA  report  for  the  Sacramento  Army  Depot  (SAAD)  contains  only  limited 
discussion  of  the  use  and  operational  history  of  radioactive  matoial  at  the  facility.  Hence,  it  is 
unclear  whether  radioactive  material  is  of  concern  at  SAAD. 

Issues  related  to  the  presence  of  radioactive  material  are  a  major  component  of  the  base  closure 
process.  If  the  past  use  of  radioactive  material  and  its  dispo^  practices  are  not  addressed,  an 
expeditious  transfer  of  military  property  to  nonmilitary  uses  will  be  difficult 

There  are  concerns  regarding  the  past  use,  storage,  and  disposal  of  radioactive  material  that  need 
to  be  addressed  in  identifying  property  on  mUitary  bases  that  can  be  released  from  military 
control.  This  belief  arise  from  our  observations  of  the  historical  use  of  radioactive  material  on 
military  bases. 

For  example,  the  Department  of  the  Army’s  Corps  of  Engineers  dis.  Duted  to  its  regional 
comnunds  a  memorandum  (dated  December  8,  1993)  addressing  awareness  of  radioactive 
materials  used  at  Department  of  Defense  (DOD)  facilities.  That  memorandum  pointed  out  that 
the  DOD  has  issued  over  2800  different  tj^s  of  instruments  and  articles  containing  radioactive 
materials,  and  that  radioactive  contamination  may  exist  in  materials  in  base  supply  warehouses, 
or  in  shops  used  for  the  manufacture,  repair  or  maintenance  of  such  articles,  ’^e  memorandum 
also  points  out  that  “during  the  1940s,  1950s,  and  1960s,  on-base  burial,  sometimes  in 
radioactive  waste  disposal  cells  and  often  in  on-base  landfills,  was  a  reasonable  and  acceptable 
disposal  technique.” 

It  also  points  out  a  number  of  radioactive  materials  that  may  be  found  (or  may  have  been  found) 
on  Army,  Navy  and  Air  Force  facilities.  Under  the  facilities’  general  licenses  the  following  may 
exist,  or  may  have  existed: 

a.  Radium  dials,  gauges,  and  illuminators.  This  is  by  far  the  most  common  and 
the  greatest  radioactive  health  and  environmental  hazard  found  on  bases  and 
includes  luminous  aircraft  dials,  watch  dials,  weapons  sights,  and  compasses. 

b.  Depleted  uranium  pU)  used  in  armor  and  armor  piercing  weapons.  (DU  was 
also  used  in  aircraft  wings  as  a  counter-balance.) 

c.  Tritium  used  in  illuminators,  especially  self-illuminating  exit  signs. 

d.  Thorium  used  in  lenses  and  glass,  and  in  mag-thorium  metal  used  for  machine, 
aircraft  and  rocket  parts.  (Also,  thoriated  mngsten  welding  rods.) 
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e.  Where  the  base  includes  a  ho^tal,  tritium  and  carbon-14  used  in  liquid 
scintillation  counting.  Note  that  liq^  scintillation  counting  fluids  often  contain 
xylene  or  tolmne,  which  are  hazard^  wastes. 

f.  Washdown  racks  for  aircraft  used  for  flybys  of  nuclear  tesB  have  been  found  to 
contain  radioactive  fission  products,  uranium  and  plutonium. 

Under  Army,  Navy  and  Air  Force  facilities*  q)ecific  licenses,  the  following  may  be  or  have  been 
present: 

a.  Calibration  sources  for  radiatimi  survey  meters. 

b.  Ho^ital  radiation  therapy  sources. 

c.  Radiography  sources. 

d.  Some  storage  tank  level  detectors. 

e.  Certain  soil  probes. 

We  have  also  found  that  many  times  radioactive  materials  are  not  considered  by  contractors  with 
exper^  in  hazardous  materials  as  widiin  dieir  bailiwick,  so  in-dq)th  review  of  the  use,  storage, 
and  disposal  of  radioactivity  may  be  omitted  from  die  contractors  efforts. 

We  have  also  found  diat  the  process  often  i^ores  experts  that  are  available  widiin  a  specific 
militapr  branch.  Information  about  the  use  of  radioactive  material  could  be  obtained  not  only 
from  interviews  with  past  radiological  safety  officers  and  employees,  but  also  from  radiation 
experts  associated  with  the  various  service  bmches.  These  include:  die  Air  Force’s  Armstrong 
Laboratory  at  Brooks  Air  Force  Base  in  Texas;  die  Army’s  Environmental  Hygiene  Agency  at 
the  Aberdeen  Proving  Ground,  Maryland;  the  Army  Co^s  of  Engineers  in  Omaha,  Nebra^a; 
and  the  Navy’s  Radiological  Aftairs  Support  Office  in  Yorktown,  Virginia. 

Documents  regarding  the  use,  storage,  and  disposal  of  radioactive  material  are  often  not  being 
reviewed  by  contractors.  For  example,  specific  licenses  from  the  Nuclear  Regulatory 
Commission  (NRC),  DOD  permits  issued  to  facilities,  and  documentation  general  by  a 
facility’s  radiation  safety  program  all  have  information  that  is  needed  to  describe  the  historic 
presence  of  radioactive  mderial  on  a  military  base. 

Hnally,  we  have  found  that  naturally  occurring  radioactive  material,  in  particular  radium-226,  is 
often  not  considered  to  be  **radioactive  materiaL**  However,  it  is  of  concern  from  a  public  health 
and  environmental  protection  standpoint,  and  does  need  to  be  addressed  in  base  closures  and 
property  transfer.  Radium-226,  as  mentimied  above,  was  widely  used  tiiroughout  DOD  facilities 
in  a  variety  of  commodities  and  practices. 

We  believe  ^t  the  CERFA  documents  do  need  to  address  the  wide  use  of  radioactive  material 
associated  with  typical  military  frinctions.  We  believe  that  it  would  be  unusual  for  a  military 
base  not  to  have  had  on-site  some  presence  of  radium-226  containing  dials,  knobs,  and  gauges, 
or  facilities  that  repaired  ^uipment  that  contained  radium-226  or  other  radionuclides.  If  no 
radioactive  materials  containing  radium-226  or  other  radionuclides  were  used,  repaired,  stored. 
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or  disposed  of  on  si^  then  this  historical  non-use  should  be  included  in  the  rroorts  on  die 
fKiiity,  with  ^ipropriate  documentation  and  concurrence  from  knowledgeable  and  responsible 
base  authorities. 


Aldiough  die  S AAD  CERFA  report  mentions  radioactivity  and  radium  occasionally,  it  lacks  an 
adequate  disconion  of  past  use,  storage  and  disposal  of  ra^oactive  materials. 

The  SAAD  CERFA  rniort  should  contain  a  discussion  of  specific  licenses  and  permits  for 
radioactive  materials,  plus  a  discussion  of  the  scope  and  extent  of  utilizatira  of  the  sources  of 
radioactiviQr.  This  information  should  include  his^cal  review  of  the  facility’s  radiation  sai^ 
program.  Information  about  die  occupational,  environmental,  and  personnel  monitoring 
programs  (induding  low-level  radioactive  waste  di^sal)  should  be  provided  for  this  review.  It 
should  document  the  details  of  the  facility’s  efforts  to  control  nonlicensed  radioactive  material 
(naturally  occurring  radioactive  material,  NORM),  e.g.,  commodities  containing  radinm-226 
either  as  a  component  part  or  as  radioluminescent  paint,  and  the  potential  for  mixed  waste 
(radioactive  and  haaardous  wastes  together)  within  the  sites  to  be  remediated  or  found  in  base 
lanthfUls. 


Documents  such  as  the  SAAD  CERFA  report  should  be  reviewed  internally  by  an  official  with 
the  expertise  and  responsiUlity  to  evaluate  dieir  content  pertaining  to  radioactive  material  prior 
to  relMse  to  reviewing  agencies. 


Specific  comments: 

Page  2.  1.2  Definition  of  Terms:  What  is  die  basis  for  the  designation  of  radionuclides  as  ’’non 
CERCLA”  hazards?  Are  radionuclides  not  regulated  under  CERCXA? 


Pages  3  and  4.  Gee 


lie  and  Environmental  Setting:  The  discussion  of  groundwater 


monitoring  centers  on  the  wells  installed  for  die  purpose  of  detecting  the  potential  migration  of 
contamination  onto  the  facility.  Were  there  no  studies  of  the  potent  for  off-site  migration  of 
contamination  from  the  facility?  Was  there  any  monitoring  of  groundwater  for  levels  of 
radioactivity  in  water,  especially  drinking  water  sources? 


Page  5.  1.3  Geographical  and  Environmental  Setting:  Did  extensive  investigation  of  the 
potential  environmental  impact  of  SAAD  operations  include  interviews  with  installation 
personnel  representing  the  facility’s  radiation  mety  program,  e.g.,  the  radiation  safety  officer? 
If  not,  why  not? 


Page  5.  2.1  Existing  Investigation  Documents:  No  mention  is  made  of  document  reviews  and 
record  searches  used  to  identify  where  radioactive  material  was  used,  stored,  or  disposed.  No 
mention  is  made  of  documents  and  records  from  DOD  organizations  that  are  concerned  with  the 
use  of  radioactive  materials.  Specific  and  general  licenses  for  radioactive  material  are  not 
mentioned.  Were  these  documents  and  records  utilized? 


Page  6.  2.2  Federal.  State,  and  Local  Government  Regulatory  Records.  CERCLA  Sites:  What 
are  the  details  for  the  three  sites  listed  in  the  last  paragraph  of  this  page.  Are  they  inactive  and 
abandoned?  Is  there  any  containment  or  control  for  potential  migr^on  off-site?  Are  there  any 
data  on  the  concentrations  of  radioactive  material  in  environmental  media  associate  with  these 
sites? 
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Page  7.  2.2  RCRA  Corrective  Action:  Did  the  EPA  data  base  include  infontuttion  (m  mixed 
waste  issues  for  S  AAD  as  a  RQ^-permitted  l^cili^? 

Page  7-8.  FINDS  Facilities:  What  are  die  details  of  radiation  programs  issued  an  EPA  ID 
number  at  SAAD? 

Pay  8. 7J1  State  HtiTaTHnns  Waste  Sites  and  Landfills:  Were  any  of  the  operators  or  contractors 
of  these  SAAD  sites  discussed  the  this  section  issued  specific  licenses  or  general  licenses  for 
radioactive  materials?  What  are  the  details  of  their  “operational  relationship^  with  SAAD?  Are 
they  attempting  to  recover  metal,  by  smelting  or  salvage? 

Page  8. 2^  Interviews:  What  are  the  academic  and  vocational  cqietiences  of  the  Environmental 
Management  Division  at  SAAD  vdio  were  die  main  source  of  die  information  on  environmental 
conditions  at  the  facility?  How  long  have  diey  worked  at  SAAD  and  in  what  oqiacity? 

Page  10.  Table  2.3-1  Sacramento  Amv  Depot  Interview  List:  No  mention  is  made  of  interviews 
with  past  or  current  SAAD  radiation  safety  officers,  nor  with  persotmel  from  die  Army's 
Environmental  Hygiene  Agency,  nor  with  odier  DOD  ayncies  with  radiologic  expertise.  Were 
they  not  interviewed?  What  were  or  are  the  position  descriptions,  duties,  and  times  of 
en^loyment  for  prior  and  current  employees  at  SAAD  who  were  interviewed? 

Page  12. 3.1.1  History  and  Mission:  Given  the  mission  of  SAAD  as  a  dqiot  for  warehousing  and 
rqiairing  communication  and  advanced  electro-optical  equipment,  has  die  Army  determined  diat 
the  components  or  devices  that  were  part  of  the  mission  equipment  were  on  the  Army's 
exclusion  list  of  commodities  know  to  contain  radium-226  and  other  radionuclide  that  wee 
excluded  from  specific  licensing  by  virtue  of  exempt  concentrations  of  radioactive  material  or 
because  of  NORM?  As  examples,  what  were  die  concentrations  of  tritium  (hydrogen-3)  and 
promethium- 147  for  some  of  the  fire  control  devices  for  mortar  aiul  anti-tank  weapons,  or  die 
thorium-232  in  the  thermal  imaging  night  vision  devices,  or  the  nickel-63  in  the  chemical  agent 
monitor? 

Page  13.  3.1.2  Hazardous  Materials/Waste  Management:  Is  there  evidence  that  would  justify  a 
statement  that  mixed  waste  is  or  is  not  a  scenario  of  concern  at  SAAD?  If  mixed  waste  is  a 
potential  issue,  what  are  the  details? 

Page  14.  3.1.2  Other  Maintenance  Areas:  Were  any  of  die  equipment  items  referred  to  in  the 
History  and  Mission  section  above,  or  odier  items  with  radioactive  material,  straed  or  repaired  at 
the  locations  listed?  How  was  this  determined? 

Page  14.  3.1.2  Storage  Areas  for  Radiological  Sources:  What  are  or  woe  the  types,  forms  and 
quantities  of  the  radioactive  materials  stored  in  the  buildings  listed?  How  were  each  of  diem 
used  and  where?  What  was  the  training  and  control  over  those  who  used  diem?  How  does  the 
radiation  safety  program  of  SAAD  apply  to  these  sources  and  buildings.  What  is  the  status  of 
these  buildings?  If  the  status  of  any  of  die  buildings  has  changed  to  not  include  controls  for 
radioactive  material,  what  is  the  documentation  for  the  release  of  diese  facilities  from  radiologic 
controls?  If  the  sources  were  disposed  of,  or  transferred,  what  is  die  documentation  for  dieir 
di^sition? 
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Pane  17.  Previous  Identified  Areas  Reoumne  Environmental  Rvaluation;  Of  the  ament  eleven 
remediation  projects  at  S  AAD,  how  may  have  been  detomined  not  to  have  radioactive  material 
as  an  issue?  is  the  status  of  ID  Nos.  022, 036, 037,  and  AREE  No.  42,  that  are 
referred  to  in  this  section  as  pan  of  Table  4.1-1? 

Pane  20.  4.4.4  Radnn?  Where  were  the  radon  monitoring  devices  placed  and  what  type  were 
they?  What  was  the  protocol  for  placing  and  retrieving  the  devices?  Were  industnal  areas 
monitared?  What  laboratory  analy^  the  devices  for  radon?  What  are  the  radon  concentrations 
for  S  AAD? 

Page  21. 4.5  South  Post  Bum  Pits:  Are  there  any  data  on  the  concentration  of  radinin-226  in  the 
soil  from  this  area  to  exclude  the  potential  for  elevated  radiufn-226  levels  from  dte  binning  of 
discarded  equipment  or  conqronents  during  die  19S0s-197(h  and  the  potential  for  groundwater 
contamination  from  these  bum  pits?  fr  this  scenario  is  assert^  to  be  unlikely,  what 
documentation  can  be  provided  to  justify  dus  assertion? 

Page  22. 4.5  Building  300  Old  Bum  Pits:  die  inventory  of  waste  buried  or  burned  at  these  pits 
included  radium  dial  paint  and  hazardous  waste,  they  may  consdmte  a  mixed  waste.  This 
potential  ought  to  be  addressed. 

Related  to  die  two  sets  of  bum  pits,  are  monitoring  wells  being  considered,  or  have  they  been 
established  to  provide  water  samples  for  radioanalysis  not  only  for  ambient  radiologic 
conditions,  but  for  a  determination  of  die  possible  contamination  by  radioactivity  from  SA^ 
sites? 


Pages  26-30 Jable  4. 1-i  Previously  Identified  Areas  Requiring  Environmental  Evaluation 
(AREEl  at  SAAD:  Have  radioanalytic  analyses  of  soils  been  performed  at  SWMU  ID  No.  002, 
Le.,  Bum  Pits,  within  this  site  and  in  close  proximity  to  it?  The  same  applies  to  SWMU  ID  Nos. 
007, 022, 034„  036, 037  and  AREE  No.  42.  What  is  the  available  documentation  or  justification 
for  the  existence  of  a  Radioactive  Waste  Disposal  Area  known  as  SWMU  ID  Nos.  022, 036  and 
037 — what  were  the  sources,  their  concentrations  and  form?  What  are  or  were  the  radiation 
sources  stored  in  buildings  300  and  320?  Building  300  is  a  current  remediation  area,  and 
Building  320  is  indicated  as  having  no  residual  contamination.  How  was  an  absence  of  residual 
contamination  determined?  Is  there  any  indication  tiiat  low-level  radioactive  waste  (particularly 
radium-226)  might  have  been  disused  of  in  SWMU  ID  Nos.  010, 011, 044, 046, 047,  or  048? 
How  was  low-level  radioactivity  disposed  of,  if  present  at  SAAD,  in  die  1950s? 
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USAEC  RESPONSE  TO  USEPA  ZX  CO^MENTS  TO  THE  SACRAMENTO  ARMY  DEPOT 
DRAFT  CERFA  REPORT 


1>  CoBinent:  Section  1.2:  CERFA  Parcels: 

The  definition  provided  for  the  CERFA  parcel  category  includes 
areas  that  contained  so-called  *non>CERCLA  hazards"  but  have 
since  been  fully  remediated.  SPA  does  not  agree  with  this 
definition.  First,  many  of  the  substances  listed  as  "non-CERClA” 
are  indeed  regulated  under  CERCLA.  Also,  as  noted  in  the 
description  of  the  CERFA  with  qualifiers  category,  remediation  is 
not  a  factor  under  120  (h)  (4)  for  the  purposes  of  identifying 
areas  where  hazardous  substances  have  been  stored,  released,  or 
disposed  of. 

Response :  Concur.  The  confusion  lies  with  the  Sec.  1.2 
definition  of  CERFA  Parcel  with  Qualifier  and  the  use  of  the  term 
*non*CERCLA"  hazards.  The  definition  of  CERFA  Parcel  with 
Qualifier  has  been  changed  and  the  term  "non- CERCLA”  hazards  has 
been  eliminated.  However,  the  Army’s  position  is  that  property 
containing  related  environmental,  hazard,  and  safety  issues  (as 
listed  in  the  revised  definition  of  CERFA  Parcel  with  Qualifier) , 
which  has  since  been  remediated,  would  then  be  considered  a  CERFA 
Parcel . 


2 )  Comment ;  CERFA  Parcel (s)  with  Qualifiers: 

The  Army  has  introduced  a  parcel  category  called  "CERFA  Parcel (s) 
with  Qualifiers"  which  is  outside  the  scope  of  the  BRAC  seven 
parcel  categories.  EPA  Region  9  does  not  agree  chat  this 
category  should  be  included  in  the  CERFA  report  because  it 
presents  two  basic  problems.  First,  as  mentioned  above,  some  of 
the  "non- CERCLA”  hazards  listed  are  regulated  under  CERCLA 
(asbestos,  lead,  PCBs,  radon, radionuclides) .  Second,  it  is 
unclear  whether  the  Army  intends  Co  transfer  these  parcels  as 
uncontaminated  parcels.  EPA  may  agree  that  the  transfer  of  some 
of  the  parcels  in  this  category  may  not  pose  a  problem,  but  that 
others  should  not  be  transferred  as  uncontaminated.  In  any 
event,  such  a  transfer  would  not  be  based  upon  the  rationale  that 
the  substance  is  not  a  CERCLA  hazardous  substance.  However,  the 
category  as  described  on  page  2  indicates  otherwise. 

Response ;  Non- concur.  As  discussed  in  the  response  to  comment 
1,  the  term  "CERFA  Parcel  with  Qualifier"  has  been  redefined. 

The  term  "non- CERCLA”  hazards  has  been  eliminated.  In  its  place 
are  a  specific  list  of  related  environmental,  hazard,  and  safety 
issues  which  are  not  e:^licitly  regulated  under  CERCLA.  USAEC 
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has  sought  to  balance  the  statutory  requirements  of  CERFA  with 
the  law's  intent  to  identify  uncontaminated  property  to  the 
public  which  could  be  expeditiously  reused.  "Notice"  has  been 
provided  for  those  parcels  which  appear  to  be  uncontaminated 
under  the  definition  provided  in  CERFA,  but  which  may  contain 
environmental,  hazard,  or  safety  issues. 

We  would  like  to  enphasize  that  Public  Law  102-426  only  required 
the  Army  to  identify  "uncontaminated"  parcels  which  could  be 
espeditiously  transferred  to  the  public.  This  CERFA  report  far 
exceeds  the  requirements  of  the  law,  as  we  have  undertaken  to 
delineate  those  parcels  which  fulfill  the  identification 
requirements  of  the  law  (that  is,  uncontaminated  parcels  offering 
potential  for  expeditious  tramsfer/reuse) ,  and  those  which  do 
not.  It  is  also  inportant  to  note  that  our  use  of  4  parcel 
designations  occurred  15  months  before  the  Department  of  Defense 
issued  guidamce  for  the  use  of  7  parcel  designations.  It  was  not 
programmatically  possible  for  us  to  modify  our  Investigation 
approach  to  allow  the  use  of  the  7  parcel  designations.  However, 
we  are  exploring  the  use  of  the  7  parcel  designations  for  use  in 
BRAC  Cleainup  Plans  being  prepared  by  this  Center. 


3 )  Comment ;  Sec.  1.2,  Definition  of  Terms: 

All  definitions  in  Sec.  1.2  should  more  closely  track  the 
language  of  CERCLA  §120  (h) (4) (A) ,  regarding  the  storage, 
release,  or  disposal  of  hazardous  substances,  petroleum  products 
or  their  derivatives.  For  exanple,  see  comment  to  Sec  3.1.2 
regarding  use  of  the  term  "hazardous  substemces " ;  also,  whereas 
the  Army's  definitions  use  the  terms  "petrolevun,  or  petroleum 
derivatives"'  CERCLA  §120 (h) (4) (A)  refers  to  "petroleum  products 
or  their  derivatives",  which  may  be  broader  in  scope  them  the 
former. 

Response :  Concur.  Section  1.2  will  be  rewritten  to  more  closely 
track  the  language  of  CERCLA  §120 (h) (4) (A) . 


4 )  Comment :  Sec  2.0,  Scope  of  Investigation: 

This  section  refers  to  the  subject  Draft  Report  as  a  "CERFA 
Supplementary  Preliminary  Assessment”.  We  request  that  this  term 
be  defined.  This  section  lists  several  categories  of  information 
on  which  the  Report  is  based,  but  does  not  appear  to  include  all 
sources  of  information  required  in  CERCLA  §120 (h) (4) (A) . 

Response :  Concur.  Subject  report  will  be  referred  to  only  as 
"CERFA  Report",  as  indicated  on  the  cover  amd  title  page  of  the 
report.  Section  2.0  will  be  rewritten  to  directly  reflect  the 
requirements  of  CERCLA  §120 (h) (4) (A)  (seven  step  protocol) . 
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5 )  Comment ;  Existing  Investigation  Documents: 

RCRA  Facility  Assessment  should  be  Included  in  this  list. 

Response :  RCRA  Facility  Assesso^nt  (RFA)  will  be  added  to  the 
list  of  primary  documents  in  Section  2.1;  the  RFA  was  included  in 
the  reference  list  in  Section  6.0. 


6 )  Comment i  Sec.  2.2,  Federal,  State,  Local  government 
Regulatory  Records: 

We  request  that  the  report  verify  whether  the  document  search 
described  is  sufficient  to  satisfy  the  requirements  of  CERCLA 
§120 (h) (4) (A) (i)  and  (vi) ,  which  require  "detailed  search"  of 
Federal  government  records  pertaining  to  the  property,  and 
"reasonably  obtaincdsle"  Federal,  State,  and  local  government 
records,  respectively.  Additional  sources  of  information  are 
identified  in  Section  6  of  the  Report,  but  not  discussed  here. 

We  note  that  the  heading  for  Section  2.2  include  local  government 
records,  but  none  are  listed. 

Response :  Concur.  Text  in  this  section  will  be  rewritten  to 
directly  reflect  the  requirements  of  CERCLA  §120 (h) (4) (A) (i)  and 
(vi) ,  as  noted:  (i)  "detailed  search  of  Federal  Government 
records  pertaining  to  the  property";  and  (vi) "reasoncdsly 
obtaincJale  Federal,  State,  and  local  government  records  of  each 
adjacent  facility  where  there  has  been  a  release  of  any  hazardous 
substance  or  any  petroleum  product  or  its  derivatives,  including 
aviation  fuel  and  motor  oil,  emd  which  is  likely  to  cause  or 
contribute  to  a  release  or  threatened  release  of  any  hazardous 
substance  or  any  petroleiim  product  or  its  derivatives,  including 
aviation  fuel  and  motor  oil,  on  the  real  property."  As  stated  in 
Section  2.2,  the  releases  to  adjacent  properties  identified  in 
the  records  search  do  not  suggest  a  likely  inpact  to  the  SAAD 
real  property. 

The  text  will  also  specifically  reference  documents  prepared  by 
the  installation,  the  Army  Corps  of  Engineers,  the  USAEC,  and 
others  that  are  listed  in  Section  2.1  and  6.0,  as  well  as  the 
search  of  the  Federal  and  State  databases  included  in  this 
section.  County  staff  were  also  contacted  (by  phone)  but  no 
additional  information  beyond  what  was  already  gathered  through 
existing  doctmients  or  the  datod^ase  search  was  provided;  a 
statement  to  that  effect  will  also  be  inserted  into  this  section. 


7 )  Comments :  Sec.  2.3,  Interviews;  also.  Table  2.3-1: 

The  Army  should  explain  how  it  has  met  the  requirements  of  CERCLA 
§120 (h) (4) (A) (vii) ,  which  requires  interviews  with  current  or 
former  en^loyees  "involved  in  operations"  on  the  real  property. 
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The  persons  listed  in  Table  2.3-1  do  not  fall  into  this  category. 


Response :  Concur.  Text  will  be  rewritten  to  directly  reflect 
the  requirements  of  CERCLA  §120 (h) (4) (A) (vii) ,  as  noted: 
"interviews  with  current  or  former  employees  involved  in 
operations  on  the  real  property" .  In  addition  to  the  interviews 
conducted  during  the  CERFA  assessment,  extensive  interviews  of 
current  and  former  SAAD  employees  involved  in  operations  at  SAAO 
were  carried  out  as  part  of  the  Installation  Assessment  of  SAAD 
(USATHAMA  1979)  and  the  Enhanced  Preliminary  Assessment  (Weston 
1990) ;  these  interviews  were  not  duplicated  in  the  CERFA 
Assessment.  Interviews  were  conducted,  as  necessary,  to  address 
specific  questions  regarding  the  storage,  release,  or  disposal  of 
hazardous  sxibstances  or  petrolexim  products  or  their  derivatives, 
and  to  determine  the  current  status  of  ongoing  investigations  at 
SAAD. 


8)  Comments  Sec.  2. 4, Visual  Inspections: 

The  Report  should  more  specifically  explain  how  the  visual 
inspections  satisfy  the  requirements  of  §120 (h) (4) (A) (iv) ,  which 
call  for  visual  inspections  of  "buildings,  structures,  equipment, 
pipe,  pipeline,  or  other  inprovements "  and  visual  inspections  of 
"properties  immediately  adjacent"  to  each  parcel.  " [S] ite 
inspections  of  selected  buildings/warehouses"  does  not  appear 
sufficient;  why  were  inspections  conducted  selectively? 


Response :  Concur.  Text  in  this  section  will  be  revised  to 
address  comments  and  rewritten  to  directly  reflect  the 
requirements  of  CERCLA  §120 (h) (4) (A) (iv),as  noted:  "visual 
inspection  of  the  real  property  and  any  buildings,  structures, 
equipment,  pipe,  pipeline,  or  other  inprovements  on  the  real 
property,  and  a  visual  inspection  of  properties  immediately 
adjacent  to  the  property".  Within  the  CERFA  assessment,  visual 
inspections  were  conducted  for  the  purposes  of  identifying 
uncontaminated  property,  i,e,  CERFA  parcels.  Visual  inspections 
were  conducted  on  specific  portions  of  the  SAAD  property  for 
which  there  was  no  existing  evidence  of  storage,  release,  or 
disposal  of  hazardous  substances  or  petroleum  products  or  their 
derivatives.  If  information  on  current  or  former  activities 
conducted  in  a  specific  area,  or  information  from  any  of  the 
environmental  investigations  indicated  that  a  specific  area 
should  be  disqualified  from  consideration  as  a  CERFA  parcel  then 
physical  inspection  of  that  area  was  not  a  priority.  However, 
all  potential  CERFA  parcels  and  CERFA  parcels  with  qualifiers 
were  inspected.  The  results  of  the  visual  inspections  are 
referenced  in  Table  5.1-1  if  evidence  for  disqualification  was 
observed  during  the  site  visit.  For  buildings  that  were  known  to 
have  been  utilized  for  similar  activities,  such  as  the  large 
warehouses,  selected  portions  of  the  warehouses  were  inspected. 
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Based  on  che  hazardous  znacerials  inventory  Infonnacion  and  on¬ 
site  observations,  all  of  the  warehouses  were  disqualified  for 
hazardous  substance  or  petroleum  product  or  derivative  storage. 

Comment :  Section  2.4,  Visual  Inspections. 

Also,  there  is  no  mention  of  any  physical  inspection  of  adjacent 
property,  which  is  required  by  §120  (h)  (4)  (A)  (v)  . 

Response ;  Concur.  Text  in  this  section  will  be  rewritten  to 
directly  reflect  the  requirements  of  CERCLA  §120 (h) (4) (A)  (v)  ,  as 
noted:  "physical  inspection  of  the  property  adjacent  to  the  real 
property,  to  the  extent  permitted  by  owners  or  operators  of  such 
property . " 

The  following  information  will  also  be  added  to  this  section.  A 
windshield  tour  of  the  immediately  adjacent  property  was 
performed  on  September  1,  1993  as  part  of  the  site  visit;  none  of 
the  adjacent  properties  appeared  to  represent  a  likely  source  of 
release  or  threatened  release  of  hazardous  substances  or 
petroleum  products  or  their  derivatives.  The  Federal  and  State 
database  search  confirmed  this  observation. 


10),  Comment:  Sec.  2.5,  Title  Documents 

The  Report  should  verify  whether  the  "[t]itle  documents  available 
from  the  U.S.  Corps  of  Engineers  Real  Estate  Division"  include 
all  recorded  chain  of  title  documents,  as  required  by 
§120 (h) 94} (A) (ii),  for  parcels  evaluated  in  the  CBRFA  Report. 
Also,  if  "all  property  currently  compromising"  SAAD  was  acquired 
in  the  1940^.  then  why  make  a  distinction  for  property  acquired 
the  U.S.  Army  prior  to  1970"?  Finally,  since  the  purpose  of 
reviewing  title  documents  and  ocher  information  under  §120 
(h) (4) (A)  highlight  any  prior  property  ownership  that  would 
appear  to  be  of  environmental  concern  and  discuss  the  use  of  the 
property  under  that  ownership. 

Response ;  Concur.  More  information  will  be  included  in  the 
final  CERPA  report  which  clarifies  how  the  Army  satisfied  this 
requirement.  This  requirement  was  satisfied  based  on  a  legal 
interpretation  of  the  CERFA  legislation  to  define  the  title 
search  requirements.  This  interpretation  concluded  that  a 
comprehensive,  document -by -document,  conveyance -by -conveyance 
title  search  is  not  required  by  the  CERFA  statute.  This 
conclusion  was  reached  because  of  the  following: 

1)  CERFA  specifies  recorded  title  documents  are  to  be  consulted, 
but  does  not  specify  how  far  back  in  time  the  search  is  to  go. 

In  addition,  Congress  failed  to  identify  the  extent  to  which  this 
title  doctament  review  should  be  performed. 
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2)  The  intended  scope  of  the  recorded  chain  of  title 
investigation  was  interpreted  in  conjunction  with  the  overall 
purposes  of  the  CERFA  statute:  "The  Community  Environmental 
Response  Facilitation  Act. . . [establishes] . . .a  process  for 
identifying  parcels  of  property  that  have  not  been  contaminated 
by  the  storage,  release  or  disposal  of  hazardous  sxibstances  or 
petroleum  products  or  their  derivatives.  The  expeditious 
identification  of  such  parcels  that  do  not  require  environmental 
response  is  intended  to  facilitate  the  ultimate  transfer  of  such 
property  for  economic  redevelopment  or  other  purposes . "  Federal 
agencies  are  to  minimize  adverse  impacts  from  Base  Closures  (and 
other  cessation  of  federal  operations)  by: 

a.  Identifying  (uncontaminated)  parcels  most  readily 
susceptible  to  redevelopment; 

b.  Speeding  investigation  and  (as  necessary) ,  clean  up  of 
potentially  contaminated  parcels  to  facilitate  their  re-use  while 
still  protecting  the  environment;  AMD 

c.  Making  clean  or  restored  parcels  available  for  transfer 
and  development  without  delay. 

d.  Remaining  responsible  for  remediation  if  hazardous 
substance  or  petroleum  conteunination  is  belatedly  discovered 
after  transfer. 

3)  The  House  and  Senate  conferees  for  CERFA  specifically 
reiterated  "...their  intention  that  the  review  of  sources  should 
reference  existing  documentation  when  adequate  and  performed 
properly,  not  result  in  duplication  of  previous  and  ongoing 
efforts  and  paperwork,  and  not  require  new  forms." 

4)  In  short,  Congress  placed  title  examination  among  the  steps 
to  be  taken  by  government  agencies  in  achieving  the  first  goal 
enumerated  in  paragraph  2  cibove:  Identification  of  uncontaminated 
property.  It  was  not  included  in  order  to  "quiet  title;"  to 
replace  the  title  search  obligation  normally  placed  on  real 
estate  purchasers;  or  to  provide  an  interesting  historical 
record. 

5)  Of  the  Congressionally  identified  "minimum"  CERFA 
investigative  requirements,  the  chain  of  title  examination  is 
least  likely  to  yield  information  regarding  hazardous  substance 
or  petroleum  product  storage,  release,  or  disposal. 

Whatever  the  date  of  a  parcel's  acquisition  by  the  Army,  most 
entries  in  a  recorded  chain  of  title  are  unlikely  to  provide 
clues  to  the  parcel's  use  under  the  prior  owners.  Each  deed  in 
the  chain  is  unlikely  to  disclose  anything  more  than  a  series  of 
owners'  names  and  various  subdivisions  which  led  to  the  metes  and 
bounds  of  each  parcel  as  it  was  obtained  by  the  federal 
government.  Property  use  by  owners  and  tenants  has  not  generally 
been  identified  by  entries  in  a  chain  of  title.  Only  in  rare 
cases  will  an  owner's  name  or  other  entry  in  the  pre-Army 
acquisition  chain  of  title  even  suggest  a  parcel  may  have  had  a 
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history  involving  petroleum  or  hazardous  substances.  Even  in 
those  cases,  identification  of  a  "suspect”  owner  may  not  disclose 
what  operations  actually  occurred  on  the  property. 

6)  Most  Army  installations,  including  those  subject  to  Base 
Closure  (and  CERFA  investigation)  are  at  least  50  years  old 
(world  War  II  era) ,  or  even  75  years  old  (World  War  I  era) .  Some 
may  have  Nineteenth  Century  origins.  At  the  time  of  their 
creation,  many  were  located  in  what  were  largely  agricultural 
areas  or  even  more  remote,  and  virtually  all  uninhabited 
locations.  For  that  reason,  at  virtually  all  BRAC  installations 
(or  portion  of  installations)  acquired  during  World  War  II  and 
earlier,  any  CERFA  disqualifying  storage,  disposal,  or  release  of 
hazardous  substances,  petroleum  and  petroleum  derivatives  is 
almost  certain  to  have  occurred  since  the  property's  acquisition 
by  the  Army. 

7)  Depending  when  a  particular  location  became  svibject  to 
colonial,  territorial,  or  state  government,  a  full  100% 
comprehensive  title  search  for  one  tract  of  land  could  require  a 
deed-by-deed  examination  extending  bac)c  through  200,  or  in  some 
cases,  300  or  more  years  of  records.  Even  the  smallest  Army 
installations  are  lilcely  to  have  been  consolidated  from  dozens  of 
individually  purchased  properties.  The  largest  BRAC 
installations  comprise  thousands  of  acres,  and  were  lilcely  to 
have  been  built  with  acquisitions  from  hundreds,  or  even 
thousands  of  privately  owned  tracts.  A  complete  search  for  even 
one  of  these  tracts,  a  mere  fraction  of  the  total  tracts 
associated  with  all  the  BRAC  property  undergoing  CERFA 
investigation,  would  require  a  considerable  investment  in 
manhours  with  little  promise  of  useful  data. 

8)  The  U.S.  Army  Corps  of  Engineers  (USACE)  District  Real  Estate 
Office  serving  an  installation  retains  one  or  more  "real  estate 
maps"  or  "tract  maps"  which  show  the  (sometimes  approximate) 
metes  and  bounds  of  the  land  parcels  reserved,  condemned  or 
purchased  to  create  or  expand  the  installation. 

These  maps  also  identify  the  historic  property  owner  from  whom 
the  Army  obtained  each  tract.  Prior  to  transfer  of  a  parcel  of 
installation  property,  the  USACE  Real  Estate  office  identifies 
the  parcels  involved,  examines  the  deeds  received  for  those 
tracts,  and  insures  that  there  are  no  "reverters"  or  other 
clauses  which  could  cloud  title  prior  to  their  transfer  by  quit¬ 
claim  deed.  If  a  potential  "cloud"  on  the  title  or 
transferability  of  the  property  is  identified  during  the 
preparation  of  this  "abstract  of  title"  or  "preliminary  title 
search,"  the  District  will  examine  earlier  deeds  in  the  chain-of- 
title.  Otherwise,  the  examination  stops  with  the  deed  which 
transferred  the  property  to  the  Army. 

As  a  result  of  these  observations,  this  Center  concludes  that  the 
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requirements  for  CERFA  "chain  of  title"  examination  is  satisfied 
by  examining  the  list  of  historic  owners  who  originally 
trcuisf erred  the  current  BRAC  property  to  the  Federal  Government. 
This  information  was  obtained  from  transfer  documents  acquired 
from  the  appliccdale  USAGE  Real  Estate  office.  It  is  believed 
that  this  approach  is  consistent  with  the  Congressional  intent 
that  the  CERFA  investigations  build  on  existing  studies,  and 
supplement  them  as  necessary  in  order  to  e3q>editiously  assess  and 
identify  potential  parcels  most  readily  suitable  for  re-use. 


As  shown  in  Table  2.5-1,  the  only  tracts  for  which  prior 
ownership  would  indicate  a  potential  for  environmental  concern 
are  the  three  tracts  acquired  from  the  Central  Pacific  Railway 
Company  and  the  Southern  Pacific  Company,  i.e..  Tracts  10,  llA 
and  llB.  This  will  be  noted  in  the  CERFA  report.  These  three 
tracts  run  along  the  western  edge  of  the  installation.  With  the 
exception  of  the  southwest  comer  which  is  within  the  CERFA 
Excluded  parcel,  these  tracts  are  all  within  areas  that  have 
already  been  categorized  as  CERFA  Disqualified  parcels  and  are 
not  being  considered  CERFA  parcels. 


HJ _ Comment ;  Sec.  3.1.2,  Hazardous  Materials/Waste  Management: 

In  general,  the  terms  "hazardous  materials"  and  "hazardous  waste" 
are  used  throughout  this  Report  but  are  nowhere  defined  (see 
earlier  comment  for  sec  1.2,  Definition  of  Terms).  It  is  unclear 
how  these  terms  overlap  with  the  operative  CERFA  term  "hazardous 
substances"  (defined  in  CERCLA  §101,  includes  "hazardous  waste" 
as  a  subset) .  For  exeunple,  p.  13  refers  to  "hazardous  materials 
and  hazardous  wastes";  statement  p.  14  re  "[hjazardous 
materials . . . include  petroleum  products . " 

Response ;  Concur.  "Hazardous  stibstcuices  and  petroleiun  products 
and  their  derivatives"  is  the  appropriate  phrase  within  the 
context  of  the  CERFA  assessment;  a  search -emd- replace  will  be 
performed  to  ensure  the  consistent  use  of  this  phrase.  The  use 
of  "hazardous  materials  and/or  hazardous  waste"  may  be 
appropriate  in  specific  cases,  such  as  on  pages  13  and  14,  when 
discussing  the  hazardous  materials  management  activities  at  SAAD; 
the  CERFA  contractor  will  review  the  use  of  these  terms 
throughout  the  document. 


12 )  Comment ;  Sec .  3.2,  Changes  to  Real  Property  Environmental 
Conditions : 

We  note  that  completion  of  remediation  of  areas  contaminated  with 
hazardous  substances  is  not  relevant  for  CERFA  purposes,  because 
past  contamination  eliminates  parcels  from  CERFA  eligibility. 
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Areas  on  which  remedial  actions  have  occurred  should  be  Indicated 
In  Tad>le  5.5-1  which  discusses  the  CBRPA  status  of  each  parcel. 

Response ;  Concur.  The  Information  provided  in  Ted>le  5.5-1  will 
be  checked  to  confirm  that  the  current  status  Is  indicated  auid 
consistent  with  the  information  provided  in  Section  4.5.  (See 
also  response  to  California  EPA  DTSC  comments  17-20) . 


13)  Comment:  Sec  4.1,  Previously  Identified  Areas  Requiring 
Environmental  Evaluation: 

The  FFA  did  not  categorize  sites  as  "Group  1"  or  "Group  2." 

Response :  Concur.  Section  will  be  amended;  reference  to  FFA  and 
Group  1  and  2  sites  will  be  deleted. 


14 )  Comment :  Sec  4.3,  Adjacent  or  Surrounding  Properties: 

CERFA  requires  visual  and  physical  inspections  of  property 
adjacent  to  the  real  property  which  is  identified  as 
uncontcuninated,  as  well  as  a  records  search  relating  to  releases 
on  adjacent  property.  (See  §120  (h)  (4)  (v)  ,  (vi)  ,  euid  (vii).)  It 
is  EPA's  position  that  the  CERFA  requirement  dealing  with 
adjacent  properties  applies  not  only  to  the  outer  boundaries  of 
SAAD,  but  also  to  the  outer  boundaries  of  each  individual  parcel 
that  is  being  identified  as  uncontaminated  under  Section  120 
(h) (4) .  The  focus  should  be  on  whether  releases  have  occurred  on 
adjacent  property,  both  on  and  off  SAAD,  so  that  there  can  be 
assurance  that  contaminants  from  adjacent  parcels  do  not  inpact 
uncontaminated  parcels.  Please  provide  indication  that  this 
requirement  has  been  addressed.  It  would  be  helpful  to  provide 
such  indication  with  the  description  of  each  CERFA  parcel 
contained  in  Table  5-1  of  the  CERFA  Report. 

Response :  Concur.  In  addition  to  the  discussion  of  properties 
adjacent  or  SAAD  in  Section  4.3,  parcels  or  properties  adjacent 
to  the  CERFA  Parcels  or  the  CERFA  Parcels  with  Qualifiers  will  be 
identified  and  specifically  evaluated.  The  focus  will  be  to 
determine  whether  releases  have  occurred  on  adjacent  property, 
both  on  and  off  SAAD,  and  to  provide  assurance  that  any 
contaminants  from  adjacent  properties  or  parcels  do  not  inpact 
the  uncontaminated  areas  designated  as  CERFA  Parcels.  Any 
potential  concerns  will  be  identified  within  the  description  of 
each  CERFA  Parcel  and  CERFA  Parcel  with  qualifier  and  if  an 
impact  on  the  parcel  is  likely,  the  parcel  will  be  recategorized 
as  CERFA  Disqualified.  Statements  indicating  that  adjacent 
properties  were  considered  with  respect  to  potential  impact  on 
the  CERFA  Parcels  or  the  CERFA  Parcels  with  Qualifiers  will  be 
provided  in  Section  5.1.2  and  5.1.3,  respectively;  appropriate 
comments  will  also  be  included  in  the  Table  5.1-1. 
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15 )  Comment ;  Sec  4.4  Non-CERCIA  Environmental  Concerns: 

As  discussed  under  Sec.  1.2  ed>ove,  the  use  of  this  heading  as  it 
applies  to  asbestos,  lead-based  paint,  radon,  etc.,  is 
inappropriate.  The  term  should  be  chcuiged. 

Response :  Concur.  The  term  "non-CERCLA"  is  misleading  amd 
therefore  has  been  eliminated.  The  new  title  for  this  section  is 
”4.4  Related  Environmental,  Hazard,  amd  Safety  Issues.”  Also, 
note  that  the  definition  for  CERFA  Parcel  with  Qualifier  has  been 
rewritten  to  eliminate  use  of  the  term  "non-CERCLA. ” 


16)  Comment:  Sec  4.4.  Non-CERCLA  Environmental  Concerns 

It  is  our  understanding  that  the  Am^  has  taken  the  position  that 
the  presence  of  asbestos  auid  lead-based  paint  in  intact  and  good 
condition,  the  presence  of  naturally  occurring  radon  (or  other 
naturally -occurring  radionuclides) ,  or  the  presence  of  PCB- 
containing  transformers  that  are  part  of  an  active  electrical 
supply  system  need  not  disqualify  property  as  being 
uncontaminated  under  120(h) (4).  The  CERFA  report  should  provide 
the  Army's  legal  rationale  for  this  conclusion,  and  the  Army's 
approach  for  determining  whether  or  not  storage,  release,  or 
disposal  has  occurred  should  be  clearly  set  forth  in  Section  4.4 
of  the  Report.  Also,  in  EPA's  view,  the  presence  of  these 
materials  should  be  disclosed  to  the  public  and  to  potential 
future  users  of  the  property. 

Response :  Concur.  In  addition  to  changing  the  name  of  Section 
4.4  (see  response  to  comment  15  above),  a  discussion  as  to  how 
the  presence  of  sxibstances  listed  in  the  conditions  presented 
cd5ove  does  not  disqualify  property  as  being  uncontaminated  emd 
the  Army's  approach  for  determining  whether  or  not  storage, 
release,  or  disposal  has  occurred  will  be  provided.  It  should  be 
noted,  that  the  Army  has  not  identified  the  presence  of  asbestos 
and  lead-based  paint  to  be  "in-tact  amd  good  condition. ”  Also, 
by  identifying  these  issues  as  qualifiers  and  documenting  their 
presence  throughout  the  report  is  the  Army's  intent  to  disclose 
this  information. 

It  is  the  opinion  of  the  USAEC  Office  of  Counsel  that  absent  a 
release  or  disposal,  the  presence  of  the  following  will  not 
disqualify  a  parcel  as  being  uncontaminated:  asbestos  contained 
within  building  materials;  lead-based  paint  applied  to  building 
material  surfaces;  and  PCBs,  radionuclides  or  other  substances 
used  for  their  intended  purpose.  Additionally,  the  presence  of 
naturally  occurring  substances,  such  as  radon,  in  their  natural 
form,  or  altered  solely  through  naturally  occurring  processes  or 
phenomena,  from  a  location  where  they  are  naturally  found,  are 
not  considered  releases  which  would  disqualify  a  parcel  as  being 
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uncontaminated . 


17^  Coimnent;  Section  4.4.  Non-CERCLA  Environmental  Concerns 

The  Draft  CERFA  Report  provides  information  about  the  presence 
and  condition  of  asbestos,  radon,  and  lead-based  paint  in  several 
areas  on  the  base.  For  other  areas,  survey  data  was  not  yet 
complete  at  the  time  of  the  report.  It  is  out  understanding  that 
the  most  recent  available  data  will  be  included  in  the  final 
CERFA  report. 

Response :  Concur.  As  agreed  during  the  meeting  in  Sacramento  on 
February  10,  1994,  all  data  availed)le  by  February  15,  1994  will 
be  incorporated  into  the  Final  CERFA  Report.  No  additional 
information  on  the  presence  and  condition  of  asbestos,  radon,  or 
lead-based  paint  has  been  received  by  the  CERFA  contractor  since 
the  Draft  report  was  prepared.  This  will  be  verified  with 
installation  personnel . 


18)  Comment:  Pesticides  (Sec.  4.4): 

The  Draft  CERFA  Report  does  not  mention  the  use  of  pesticides  on 
the  base  and  how  this  may  intact  the  CERFA  status  of  parcels 
which  are  otherwise  CERFA- eligible.  If  the  Army  nominates  areas 
as  CERFA  parcels  which  are  likely  to  have  been  subjected  to  the 
use  of  pesticides  and  herbicides,  EPA  Region  9  requests  that  AEC 
include  information  ad)out  the  pesticides  and  herbicides  used  on 
these  areas,  and  the  frequency  and  amounts  of  pesticide  and 
herbicide  use.  EPA  Region  9  further  requests  that  AEC  provide 
the  legal  rationale  for  the  conclusion  that  areas  on  which 
pesticides  were  once  used  can  be  included  as  uncontaminated  areas 
under  CERFA. 

Response :  Concur.  It  is  the  Army's  (end  1)  and  DoD's  (end  2) 
position  that  legal  application  of 

pesticides/herbicides/fungicides  does  not  impact  the  CERFA  status 
of  parcels  which  are  otherwise  CERFA  eligible  (uncontaminated) . 
This  position  is  based  on  the  conclusion  that  legal  application 
of  pesticides/herbicides/fungicides  was  not  a  CERFA  contemplated 
release  of  a  hazardous  substance.  ABC's  attorney  workproduct 
which  supports  the  Army's  and  DoD's  position  is  provided  at 
enclosure  2.  Section  4.4  of  the  CERFA  report  will  include  a 
subsection  discussing  the  approach  taken  in  the  CERFA  assessment 
to  evaluate  pesticide/herbicide/fungicide  usage. 


19 )  Comment :  Sec.  4.4.3,  PCB  Transformers 

The  document  should  be  more  direct  in  ejtplaining  under  what 
circumstances  a  parcel  containing  a  PCB  transformer  will  be 
categorized  as  a  CERFA  parcel  or  a  CERFA- Disqualified  parcel. 
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For  exanple,  state:  "Parcels  which  contain  or  have  contained 
leaking  PCB- filled  transformers  have  been  placed  In  the  CERFA- 
Dlsquallfled  parcel  category  because  a  release  of  hazardous 
substcuices  has  occurred  and  such  parcel  ceumot  be  Identified  as 
uncontaminated  under  §120 (h)(4)  of  CERCLA.  Parcels  which  contain 
no  evidence  of  leaking  have  been  placed  In  the  CERFA  parcel 
category  because  ..."  Also,  if  storage  of  PCB  tremsformers 
occurred,  this  should  be  stated. 

Response :  Concur.  A  more  detailed  esqplcuiation  of  how  PCB- 
contalnlng  transformer  infozmatlon  was  used  in  categorizing 
parcels  for  the  CERFA  assessment  will  be  provided.  The  wording 
suggested  in  the  EPA  comments,  and  AEC  guidemce  will  be 
considered. 


20)  Comment:  Sec.  4.5,  Sites  with  Historical  or  Ongoing 
Remediation  Efforts: 

Several  of  the  statements  in  this  section  regarding  the  status  of 
the  remediation  are  outdated  or  otherwise  not  necessarily 
correct,  and  should  be  deleted.  In  fact,  for  purposes  of 
identifying  uncontaminated  property  of  this  Report,  such  detailed 
descriptions  of  ongoing  remediation  are  not  required.  It  would 
be  sufficient  to  identify  the  contaminated  sites  where  CERCLA 
response  action  has  been  or  will  be  taken,  and  note  that  the 
corresponding  parcels  are  therefore  in  the  "CERFA  Disqualified" 
category . 

[The  following  are  exaitqples  of  the  statements  which  are  outdated 
or  incorrect:  Existing  Groundwater  ROD  will  be  amended; 

Oxidation  Lagoons  remediation  is  e:q>ected  to  be  completed  in 
1993;  Basewide  ROD  is  expected  to  be  signed  "between  October  1994 
and  March  1995";  Pesticide  and  Battery  Disposal  area  are  being 
conducted  as  "Removal  action  in  accordcuice  with  CERCLA".) 

Response ;  Concur.  The  status  of  ongoing  remediation  efforts 
will  be  updated  according  to  information  provided  in  the  STkAD 
comments  to  the  Draft  CERFA  Report  cuid  in  the  February  1994  BRAC 
Cleanup  Plan.  We  will  consider  reducing  the  level  of  detail  in 
this  section  since  it  is  not  directly  pertinent  to  the  CERFA 
assessment;  however,  providing  that  the  information  is  accurate, 
it  may  be  appropriate  to  leave  it  in  for  future  Environmental 
Baseline  Survey  usage.  Updated  information  in  the  text  of  this 
section  will  be  used  to  update  the  information  in  Table  4.5-1  and 
5.1-1. 


21)  Comment:  Sec.  4.6,  CERFA  Excluded  Parcels: 

Although  the  parcels  are  excluded,  the  Report  should  estciblish 
potential  sources  of  contcunlnation  on  these  properties  insofar  as 
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they  are  adjacent  to  and  Inpact  parcels  which  the  Amy  nominates 
as  uncontaminated. 

Response t  Concur.  CBRFA  Excluded  parcels  will  be  evaluated  more 
thoroughly  to  determine  whether  potential  sources  of 
contamination  exist  on  these  parcels  and  may  represent  a 
potential  source  of  intact  to  adjacent  CERFA  Parcels,  including 
CERFA  Parcels  with  Qualifiers.  It  should  be  acknowledged  that 
limited  information  is  available  on  the  CERFA  Excluded  parcels 
but  they  are  not  expected  to  represent  sources  of  environmental 
contamination . 


22} _ Comment ;  Table  4.1-1: 

Abbreviations  (HR,  HS,  HM,  HR-P,  PS)  should  be  defined  (if  "HM" 
and  "HS"  refer  to  "hazardous  materials"  and  "hazardous 
substances",  respectively,  see  preceding  comment  re  using  CERFA 
terms)  . 

Response :  Concur.  A  legend  of  the  ed>breviations  used  on  the 
CERFA  map  will  be  added  to  this  table. 


23)  Comment;  Table  4.1-1: 

Since  there  is  a  "date  installed"  column,  please  indicate  when 
the  PCS  transformers  were  removed. 

Response :  Concur.  The  date  of  removal  of  the  PCS  transformers 
was  not  included  in  the  PCB  survey.  The  contractor  will  contact 
SAAD  to  obtain  that  information  and  include  it  in  the  table,  if 
available . 


24)  Comment;  Sec.  4.5-1; 

See  comments  to  Sec.  4.5. 

Response :  Concur.  Recent  information  regarding  status  of 

remediation  efforts  will  be  reviewed  and  the  table  will  be 
updated  with  accurate  information.  (See  also  response  to  EPA 
comment  20) . 


25)  Comment;  Sec.  6.0,  References; 

Aerial  photographs  evaluated  for  the  historical  use  or  presence 
of  hazardous  substances  are  identified  as  items  R-13  and  R-14. 
Please  include  the  dates  and  sources  of  aerial  photographs  used. 

Response :  Concur.  Two  summary  reports,  evaluating  the  available 
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aerial  photos  for  SAAD,  were  reviewed  within  the  CERFA 
assessment:  the  Aerial  Photographic  Analysis  of  the  Sacramento 
Army  Depot,  prepared  in  1990  for  the  U.S.  Army  Corps  of  Engineers 
by  Klelnf elder,  Inc.;  and  the  Air  Photo  Analysis,  prepared  In 
1981  for  USATHAMA  by  the  U.S.  EPA  Environmental  Monitoring 
Systems  LaJaoratoxy .  These  reports  Include  an  evaluation  of  the 
avallcd>le  aerial  photographs  to  identify  areas  of  former 
activities  that  could  result  In  environmental  Impacts;  the  areas 
of  potential  concern  were  further  investigated  In  SAAD 
environmental  assessments.  The  primary  purpose,  within  the  CERFA 
assessment,  of  reviewing  these  photographs  was  to  confirm  that 
there  was  no  evidence  of  former  storage,  release,  or  disposal  of 
hazardous  substances  or  petroletun  products  or  their  derivatives 
within  potential  CERFA  parcels.  A  re- interpretation  of  the 
photographs  was  not  performed.  None  of  the  photographs 
demonstre^ted  evidence  of  former  storage,  release  or  disposal  of 
hazardous  substances  or  petroleum  products  or  their  derivatives 
within  any  of  the  CERFA  Parcels,  including  the  CERFA  Parcels  with 
Qualifiers.  In  addition,  the  dates  of  the  photographs  will  be 
added. 


PARCEL  SPECIFIC  COMMENTS 

The  following  comment a  refer  to  *CERPA  Parcels” 

26)  Comment;  Parcel  laP  -  We  request  that  the  report  include 
indication  of  how  this  parcel  may  have  been  impacted  by 
contamination  on  adjacent  parcels.  (See  comment  on  sec.  4.3 
above.)  There  are  several  possible  impacts  to  this  parcel:  a 
UST  was  formerly  located  on  adjacent  Parcel  IbD  and  an  AST  is 
currently  located  there.  Outside  the  base  boundary,  adjacent  to 
the  north  west  comer  of  the  base,  the  Draft  CERFA  report  notes 
that  Proctor  and  Gairble  had  a  leaking  underground  storage  tank 
(#L13450)  and  that  four  spills  occurred  in  the  area  (#340950, 
#342250,  #335057,  #342150) .  We  request  that  the  docinnent 
identify  how  these  elements  did  or  did  not  impact  a  finding  of 
uncontaminated  for  Parcel  laP. 

Response :  Concur.  As  agreed  at  the  meeting  on  February  10, 
1994,  Parcel  la  will  be  merged  with  Parcel  lb  and  the  entire 
parcel  will  be  Disqualified  (Parcel  1D-PS/A/L(P) ) .  The 
subdivision  of  this  area  was  not  necessary  or  useful  to  the 
installation.  Text  and  tcd>le  will  be  revised,  as  appropriate. 


27)  Comment;  Parcel  7P-  We  request  that  the  report  include 
indication  of  how  this  parcel  may  have  been  inpacted  by 
contamination  on  adjacent  parcels.  (See  comment  on  Sec.  4.3 
above.)  The  other  boundaries  of  Parcel  7P  are  adjacent  to 
parcels  5, 6, 8, 9,  and  24,  where  storage  occurred  euid  a  UST  was 
removed.  In  addition, this  parcel  may  have  been  inpacted  by 
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contamination  from  sources  outside  the  base  boundary.  The  color- 
codcKl  maps  produced  by  Environmental  Datad^ase,  Inc.  identify  3 
reports  of  leaking  tanks  in  the  vicinity  of  this  parcel.  (These 
tamk  sites  are  coded  L13610,  L13366,  L13303.)  He  request  that 
the  document  identify  how  these  leaking  tamks  did  or  did  not 
impact  a  finding  of  uncontaminated  for  Parcel  7P. 

Response :  Concur.  See  response  to  EPA  ccmment  14  above. 
Specifically,  Parcels  4, 6, 8, 9  and  24,  as  well  as  adjacent 
property  outside  of  SAAD  will  be  evaluated  to  determine  likely 
in^>act  on  Parcel  7P.  The  potential  impact  of  a  nearby  leaking 
UST  {#L13450)  and  spills  (#340950,  #342250,  and  #335057)  will  be 
reviewed.  (A  similar  evaluation  will  also  be  performed  for 
Parcel  lOP  although  it  was  not  specifically  included  in  the 
comments.)  The  text  and  Ted)le  5.1-1  will  be  revised  to  reflect 
evaluation. 


28)  Comment!  Parcel  13aP- Railroad  tracks  may  inpact  property 
categoriration  depending  on  base-specific  operations.  Areas 
where  trains  have  been  loaded  and  unloaded  (rail  spurs,  several 
lines  of  rail  running  parallel  to  each  other,  etc.)  may  have  a 
high  probeUaility  of  releases  of  petroleum  and  hazardous 
siibstances.  In  a  meeting  with  Base  staff  and  with  Cal/EPA 
representatives  at  Sacrcunento  Army  Depot  on  Jamuary  11,  it  was 
agreed  that  the  rail  use  history  of  Parcel  13aP  indicated  that  it 
was  likely  to  be  affected  by  releases  which  would  disqualify  it 
from  CERFA  status.  Representatives  subsequently  communicated 
this  opinion  via  conference  call  to  Dominicnae  Edwards  of  your 
office. 

Response ;  Concur.  As  agreed  at  the  meeting  in  Sacramento  on 
February  10,  1994,  Parcel  13a  will  be  merged  with  Parcel  13b  and 
the  entire  railroad  track  area  will  be  Disqualified  (Parcel  13D- 
HR/A/L(P)).  Text  and  table  will  be  revised,  as  indicated  in  the 
comment . 


29)  Comment;  Parcel  86P  -  The  so-called  contractor  spoils  area 
was  nominated  as  a  CERFA  parcel  along  with  5  other  parcels  in 
this  area.  The  contractor  spoils  area  is  parcel  86P.  In  the 
meeting  with  Base  staff  and  with  Cal/EPA  representatives  at 
Sacreunento  Army  Depot  on  January  11,  It  was  acknowledged  that  the 
BCT  was  awaiting  results  from  sanpling  taken  at  the  contractor 
spoils  area  to  verify  whether  it  was  affected  by  conteunination. 

It  was  agreed  that  until  sampling  verification  is  received,  the 
BCTT  could  not  rule  out  the  possibility  that  the  parcel  was 
affected  by  releases  which  would  disqualify  it  from  CERFA  status. 
Representatives  subsequently  communicated  this  opinion  via 
conference  call  to  Dominique  Edwards  of  your  office.  If  sanpling 
results  indicate  no  contamination,  and  if  they  are  received  in 
time  to  be  included  in  the  final  CERFA  report,  the  BCT  agreed 


15 


V 


that  Parcel  86P  could  be  nominated  as  a  CERFA  parcel. 

Response ;  Concur.  Based  on  additional  comments  form  SAAD  and 
regulatory  agencies.  Parcel  86  will  be  reclassified  as  a 
disqualified  parcel  (Parcel  86D-HR) .  The  area  is  currently  under 
investigation  for  potential  release  and/or  disposal  of  hazardous 
substances.  The  BRAC  Cleanup  Team  is  awaiting  results  of  the 
sanqpling  program  to  determine  whether  the  area  is  contaminated. 
Until  those  results  are  reviewed,  the  possibility  that  the  area 
was  affected  by  releases  cannot  be  dismissed,  euid  the  area  would 
be  disqualified  from  consideration  as  a  CERFA  Parcel.  Text  and 
table  will  be  revised. 


30)  Comment;  Parcel  87P  -  We  request  that  the  report  include 
indication  of  how  this  parcel  may  have  been  impacted  by 
contamination  from  adjacent  parcels,  including  the  CERFA- excluded 
parcels  on  the  southern  boundary.  (See  comment  on  Sec.  4.3 
above.)  The  color- coded  maps  produced  by  Environmental  Database, 
Inc.  identify  reports  of  spills  in  the  vicinity  of  this  parcel 
outside  the  eastern  base  boundary  across  Florin  Perkins  Road 
(#325358,  #598051) .  We  request  that  the  document  identify  how 
these  leaking  tanks  did  or  did  not  intact  a  finding  of 
uncontaminated  for  Parcel  87P.  More  specific  information  about 
the  PCB  transformer  contained  in  Parcel  87  (listed  in  Table 
41401)  should  be  given  to  support  categorization  as  a  CERFA 
Parcel . 

Response ;  Concur.  See  response  to  EPA  comment  14  aUsove. 
Specifically  the  adjacent  parcels  within  SAAD,  as  well  as  the 
spills  reported  outside  the  eastern  installation  boundary 
(#325358  and  #598051)  will  be  evaluated  to  determine  likely 
intact  on  Parcel  87P.  the  contractor  will  attenpt  to  get 
additional  information  on  PCB  trauisformer  #62  listed  on  this 
parcel.  The  text  amd  TaUsle  5.1-1  will  be  revised  to  reflect  the 
evaluation. 

Mote:  In  evaluating  additional  data,  infozoatlon  in  the  BRAC 
Cleanup  Plan  has  led  to  the  recategorization  of  this  parcel  to 
CERFA  Disqualified.  Additional  information  will  be  provided  in 
the  CERFA  report. 


31)  Comment;  Parcels  92P,  P93P,  96P,  97P  -  We  request  that  the 
report  include  indication  of  how  these  parcels  have  been  injected 
by  contamination  from  adjacent  parcels,  including  the  CERA- 
excluded  parcels  on  the  southern  boxindary.  (See  comment  on  Sec. 
4.3  adjove)  . 

Response ;  Concur.  See  response  to  EPA  comment  adjove. 
Specifically,  all  parcels  adjacent  to  Parcels  92P,  93P,  96P,  and 
97P,  including  the  CERFA  Excluded  area  south  of  these  parcels. 
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will  be  evaluated  to  determine  the  likely  impact  on  these 
parcels.  The  text  and  Tad>le  5.1-1  will  be  revised  to  reflect  the 
evaluation. 


The  following  speolfic  comments  refer  to  ■CBRFA  with  Qualifier 
Parcels” t 

32)  Conmnent;  Parcel  2Q  -  The  parcel  contains  a  pool  emd  a  bath 
house.  SPA  staff  received  Indication  that  chlorine  gas 
containers  may  have  been  stored  on  the  parcel  for  purposes  of 
pool  chlorination.  If  such  storage  occurred  for  one  year  or 
more,  the  parcel  cannot  be  considered  a  CERFA  parcel. 

Response :  SAAD  will  provide  the  reference  for  chlorine  storage 
and  the  contractor  (Arthur  D.  Little,  Inc.)  will  change  the 
designation  from  Qualified  to  Disqualified  (Parcel  2D-HS/A/L(P) ) . 
Text  and  table  will  be  revised. 


33)  Comment:  Parcels  3Q,  IIQ,  72Q,  73Q,  94Q,  95Q  -  We  request 
tliat  the  report  include  Indication  of  how  these  parcels  have  been 
inpacted  by  contamination  form  adjacent  parcels.  (See  comment  on 
Sec .  4.3  above . )  See  ccsnment  on  Sec .  4.4  ed>ove  concerning 
asbestos  and  lead-based  paint. 

Response ;  Concur.  See  response  to  BPA  comment  14  eQ>ove. 
Specifically,  all  parcels  adjacent  to  these  parcels  will  be 
evaluated  to  determine  likely  inpact  on  these  CERFA  Parcels  with 
Qualifiers.  The  text  and  Table  5.1-1  will  be  revised  to  reflect 
the  evaluation. 

ABC  will  provide  additional  guidance  regarding  the  issue  of 
asbestos  and  LBP,  as  presented  in  EPA  comments  15  and  16  ed>ove. 


The  following  specific  coimnent  refers  to  "CBRFA  Disqualified 
Parcels : 

34)  Comment;  Parcel  12  -  "RCRA  Removal  Action"  is  an  incorrect 
term;  presiimcJ^ly  the  Army  meems  either  "RCRA  corrective  action" 
and/or  "RCRA  closure". 

Response :  Concur.  The  contractor  will  confer  with  SAAD  to 
determine  appropriate  term  for  the  activity  referred  to  as  "RCRA 
Removal  Action"  to  ensure  consistency  with  other  documents.  Text 
and  Tcd)les  4.5-1  and  5.1-1  will  be  modified. 
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SFIM-JVBC-JA  (SFZM-ABC-BCA/25  Jan  94)  (200)  1st  End 

MAJ  German/dsl/S’lSSl 

SUBJECT:  The  Inqpact  of  the  /plication  of  Pesticides  on  CERFA 
Properties 

c,  oc  28  JAN  1994 

FOR  C,  BCD,  ATTN:  MAJ  Light 

1.  Issue.  How  does  the  legal  application  of  pesticides  on  a 
real  property  parcel  affect  its  characterization  under  CERFA? 


2.  Conclusion.  The  mere  legal  application  of  pesticides  on  a 
real  property  parcel  does  not  prevent  its  characterization  as  a 
"CERFA  Parcel . " 

3.  Background. 

a.  In  an  attempt  to  eoq>edite  the  transfer  of  excess  federal 
property  for  community  reuse.  Congress  amended  the  Coiqprehensive 
Environmental  Response,  Compensation,  amd  Liability  Act 
(CERCLA),'  by  passing  the  Community  Environmental  Response 
Facilitation  Act  (CERFA)  One  of  the  requirements  iiqposed  on 
federal  agencies  by  CERFA  is  the  identification  of  uncontaminated 
real  property  on  certain  designated  federal  lauads.^  For  purposes 
of  CERFA,  uncontaminated  property  is  "  —  real  property  on  which 
no  hazardous  substances  and  no  petroleimi  products  or  their 
derivatives  were  stored  for  one  year  or  more,  known  to  have  been 
released,  or  disposed  of."^ 

b.  Identification  of  CERFA  uncontaminated  parcels  is 
essentially  a  process  of  elimination  via  identification  of 
ineligible  parcels.  This  is  accoit^jlished  by  reviewing,  as  a 
minimum,  the  sources  of  information  outlined  in  sections ' (i) - 
(vii)  of  CERCLA  §  120(h)  (4)  (A)^.  Once  a  parcel  has  been 
identified  as  contaminated,  no  further  investigation  under  CERFA 
is  required. 


'  42  U.S.C.  §§  9601  et.  seq. 

^  P.L.  102-426,  106  Stat.  2174  (October  19,  1992);  42  U.S.C. 
§  9620(h) . 

^  42  U.S.C.  §  9620(h) (4) (A) 

^  42  U.S.C.  §  9620  (h)  (4)  (A)  (i) - (vii) . 
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SPIM-ABC-JA 

SUBJECT:  The  Intact  o£  the  J^pllcation  of  Pesticides  on  CERFA 
Properties 


c.  Even  if  a  parcel  is  found  to  be  uncont ami na t ed  under  the 
guidelines  provided  by  CERFA,  it  may  still  have  environmental  or 
safety  problems  unrelated  to  hazardous  svibstainces  or  petroleum 
which  would  render  it  less  than  "clean.”*  Additionally,  there 
may  be  parcels  which,  although  located  on  federal  facilities 
svibject  to  CERFA,  will  not  be  available  for  re-use  or 
redevelopment  by  local  governments  or  the  private  sector. 

d.  In  order  to  reduce  some  of  the  confusion  which  may  have 
arisen  by  the  designation  of  parcels  as  clecin,  dirty,  or 
conditionally  cleam,  the  United  States  Army  Environmental  Center 
(USAEC)  developed  a  classification  system  divided  into  four 
categories  of  CERFA  parcels.  These  four  categories  are: 

(1)  CERFA  Parcels.  A  parcel  subject  to  CERFA  analysis 
and  fovind  not  to  have  been  subject  to  storage,  release  or 
disposal  of  hazardous  substances  or  petroleum  products  or  their 
derivatives,  nor  threatened  by  such  releases. 

(2)  CERFA  Disqualified  Parcels.  A  parcel  subject  to 
CERFA  analysis  and  found  to  have  been  subject  to  storage,  release 
or  disposal  of  hazardous  substances  or  petroleum  products  or 
their  derivatives,  or  is  threatened  by  such  releases. 

(3)  CERFA  Parcel  with  Qualifier (s) .  A  parcel  subject  to 
CERFA  analysis  and  found  not  to  have  been  subject  to  storage, 
release  or  disposal  of  hazardous  substances  or  petroleum  products 
or  their  derivatives,  nor  threatened  by  such  releases;  but  upon 
which  non-CERCLA  related  environmental  or  safety  issues  are  known 
or  suspected  to  exist  which  would  preclude  the  immediate  transfer 
of  the  parcel  for  unrestricted  use. 

(4)  CERFA  Excluded  Parcel.  A  parcel  located  on  an 
installation  subject  to  CERFA  analysis  but  not  itself  subjected 
to  a  CERFA  analysis  because  it  will  be  retained  by  the  military; 
or,  is  to  be  transferred  to  another  federal  agency  for  a  specific 
use;  or,  has  already  been  transferred. 

4.  Analysis. 

a.  The  classification  of  a  CERFA  eligible  parcel  which  has 
been  or  suspected  to  have  been  subjected  to  application  of 
pesticides  hinges  on  whether: 


‘  Such  parcels  would  include  those  with  such  environmental 
or  safety  concerns  as  lead  based  paint,  fricUale  asbestos,  radon 
gas,  and  impact  areas  containing  UXO. 
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(1)  the  pesticide  was  a  hazardous  substauice;  and 

(2)  stored  on  the  property  for  one  year  or  more;  or, 

(3)  known  to  have  been  released;  or, 

(4)  known  to  have  been  disposed  of. 

b.  The  first  question  then  that  needs  to  be  addressed  is 
whether  the  pesticide  in  question  is  a  hazardous  substcuice.  For 
the  purpose  of  CERFA  investigations,  hazardous  substances  are 
defined  by  section  lOl  (14)  of  CERCLA.’  This  section  defines 
hazardous  substances  to  include  substances  designated  under 
certain  provisions  of  other  environmental  statutes:  Sections  307 
(a)  and  311  (b) (2) (A)  of  the  Federal  Water  Pollution  Control  Act 
(Cleam  Water  Act)  ;  Section  112  of  the  Cleeua  Air  Act;  Section  3001 
of  the  Solid  Waste  Disposal  Act  (commonly  Icnown  as  the  Resource 
Conservation  aind  Recovery  Act) ;  and  section  7  of  the  Toxic 
Substance  Control  Act.  In  addition.  Section  102  (a)  of  CERCLA 
requires  the  Administrator  of  the  Environmental  Protection  Agency 
(EPA)  to  promulgate  regulations  to  desigimte  as  hazardous 
sxibstances,  other  elements,  confounds,  mixtures,  solutions,  and 
sxibstcmces  that  may  present  substantial  damger  to  public  health 
or  welfare  or  the  environment  when  released  into  the  environment. 
These  regulations  are  compiled  at  40  CFR  Part  302.  Most 
pesticides  meet  the  definition  of  a  hazardous  substance  as 
defined  by  sections  101  (14)  and  102,  but  not  all  do.  A  notcdjle 
example  is  metam  sodixam,  the  pesticide  that  leaked  from  a 
railroad  tank  car  into  the  Sacramento  River  near  Dunsntuir, 
California,  on  14  July  1991.* 


’  42  U.S.C.  §  9610(14) . 

*  Approximately  15,000  gallons  of  metam  sodium  spilled  into 
the  Sacramento  River  killing  an  estimated  100,000  fish  in  a  45- 
mile  stretch  of  the  river.  Although  this  pesticide's  ladjel 
warned  it  was  highly  toxic  to  fish  and  reacted  strongly  in  water, 
it  was  not  listed  on  any  of  the  six  lists  compiled  under  federal 
laws  that  regulated  hazardous  substances.  Boxer  Calls  for 
Immediate  Addition  of  Metam  Sodixom  to  Superfund,  DOT  Listings, 

[22  Current  Developments]  ENV'T  REP.  (BNA)  1032  (Aug.  9,  1991). 
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c.  Assuming  it  has  been  determined  that  the  pesticide  in 
question  is  a  hazardous  substance,  the  inquiry  shifts  to  whether 
there  has  been  a  storage  for  one  year  or  more,  or  either  a  known 
release  or  disposal.  Storage  for  one  year  or  more  or  known 
disposal  are  straight  forward  concepts  that  require  no  further 
explcination.  If  either  of  these  two  events  has  occurred,  the 
property  is  a  CERFA  Disqualified  Parcel.  The  tough  question  is 
how  the  term  "release"  applies  to  the  legal  application  of  a 
pesticide.’ 

d.  "Release"  is  defined  by  CERCLA  to  include  "punning, 
pouring,  [ouidl  emitting, "‘®;  terms  clearly  broad  enough  to 
encompass  any  readily  conceivable  method  of  pesticide 
application.  Thus  at  first  glance,  it  would  appear  that  the 
application  of  a  pesticide  would  constitute  a  release.  However, 
two  other  references  to  pesticides  in  CERCLA  support  the 
proposition  that  the  legal  application  of  pesticides  were  not 
intended  to  be  considered  releases  under  CERCLA. 

(1)  Section  103  of  CERCLA^'  deals  with  the 
notification,  requirements  respecting  released  hazardous 
sxxbstances.  subsection  (e)  of  this  section  specifically  exempts 
the  application  of  pesticide  product  registered  under  FIFRA'* 


’  For  the  purpose  of  this  analysis,  the  term  "legal 
application"  refers  to  the  use  of  a  pesticide  in  accordance  with 
the  labeling  instructions  mandated  by  the  Federal  Insecticide, 
Fungicide,  and  Rodenticide  ACT  (FIFRA)  7  U.S.C.  §  136  et.  seq. 

42  U.S.C.  §9601(22)  . 

"  42  U.S.C.  §  9603. 

42  U.S.C.  §  9603(e),  which  states: 

(e)  Applicability  to  registered  pesticide  product 

This  section  shall  not  apply  to  the 
application  of  a  pesticide  product  registered 
under  the  Federal  Insecticide,  Fungicide,  and 
Rodenticide  Act  [7  U.S.C. A  §  1366  et.  seq.] 
or  to  the  handling  and  storage  of  such  a 
pesticide  product  by  an  agricultural 
producer . 
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(2)  Additionally,  the  liability  provisions  of  section 
107  CERCLA  do  not  apply  to  the  results  of  pesticide  application. 
Section  107 (i)  provides,  in  pertinent  part,  that  "[nlo  person 
(including  the  United  States  or  any  State)  may  recover  xinder  the 
authority  of  this  section  for  cuxy  response  costs  or  damages 
resulting  from  the  application  of  a  pesticide  product  registered 
under  the  Federal  Insecticide,  Fungicide,  amd  Rodenticide  Act."** 
VRiereas  the  remainder  of  Section  107 (i)  clarifies  that  those 
responsible  for  pesticide  contamination  are  not  exempted  frw 
common  law  liability  for  their  actions,*^  the  clear  message  in 
section  107  (i)  is  that  there  is  no  liability  under  CERCLA  for  the 
legal  application  of  pesticides. 

e.  Even  though  Congress  could  have  exempted  the  application 
of  pesticides  from  the  definition  of  release,  as  it  did  in 
regards  to  the  normal  application  of  fertilizers,'*  it  would 
appear  that  the  special  treatment  of  pesticides  provided  pursuant 
to  sections  103(e)  amd  107  (i)  support  the  conclusion  that  the 
legal  application  of  pesticides  was  not  a  CERFA  contenplated 
release  of  a  hazardous  substance.  A  contrary  conclusion  would 
lead  to  the  preposterous  result  that  any  property  subjected  to 
the  legal  application  of  amy  pesticide  considered  a  hazardous 
substance  would  fail  to  qualify  as  a  CERFA  parcel;  regardless  of 
the  amount  applied  or  when  it  had  been  applied.  For  example, 
this  analysis  would  result  in  the  classification  of  all  military 
property  subjected  to  aerial  spraying  of  pesticides  to  control 
mosquitoes  and  any  set  of  quarters  sprayed  for  cockroaches  as 


42  U.S.C.  §9607{i)  . 


**  The  last  sentence  of  section  107(i}  states: 

Nothing  in  this  paragraph  shall  affect  or 
modify  in  any  way  the  obligations  or 
liability  of  any  person  under  any  other 
provisions  of  State  or  Federal  law,  including 
common  law,  for  damages,  injury,  or  loss 
resulting  from  a  release  of  any  hazardous 
substance  or  for  removal  or  remedial  action 
or  the  costs  of  removal  or  remediation  action 
of  such  hazardous  sxibstances. 

'*  42  U.S.C.  §  9601(22)  (D)  . 
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CERFA  Disqualified.  Given  the  Congressional  intent  underlying 
the  passage  of  CERFA,  it  is  hardly  likely  that  Congress  intended 
such  a  result. 

5.  Summary.  The  legal  application  of  pesticides  should  not 
result  in  a  parcel  subject  to  CERFA  being  classified  as  a  CERFA 
Disqualified  Parcel.  Absent  evidence  to  support  a  finding  that 
hazardous  substance  pesticides  were:  (1)  stored  on  the  property 
for  one  year  or  more;  or,  (2)  released  in  a  manner  that  would  be 
considered  beyond  the  scope  of  a  legal  application;  or,  (3) 
disposed  of  on  the  CERFA  eligible  property,  the  property  should 
be  classified  as  a  CERFA  Parcel.  At  most,  property  upon  which 
pre-FIFRA  pesticides  were  known  to  have  been  applied  should  be 
classified  as  CERFA  Parcels  with  Qualifiers. 

6.  POC  for  this  action  is  MAJ  German,  5-1554. 

Enel  ROBERT  J.  BOONSTWPEL 

nc  COL,  JA 

Command  Counsel 
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MBMORANDUM  FOR  C,  OC,  ATTN:  SFIM-ABC-JA  (MAJ  JOHN  GERMAN) 

SUBJECT:  Routine  Peeticlde/Herblcide  i^ppllcatlon  Aa  It  Relates 
to  Comminity  Environmental  Response  Facilitation  Act  (CERFA) 
Designations 


1.  Currently,  this  Center  has  issued  guidance  to  Comoinity 
Environmental  Response  Facilitation  Act  (CERFA)  contractors  that 
routine  pesticide/herbicide  usage  (on  golf  courses,  for  example), 
in  accordance  with  manufacturers'  directions,  is  exempted  from 
the  Community  Environmental  Response,  Cooqpensation,  and  Liability 
Act  (CERCLA)  auid,  therefore,  should  not  disqualify  a  parcel  which 
is  otherwise  "xmcontaminated. "  The  present  position  taken  by  the 
Illinois  Environmental  Protection  Agency  (lEPA)  is  that  the  Fort 
Sheridaua  golf  course  should  not  be  designated  a  CERFA  parcel  due 
to  the  routine  use  of  pesticides/herbicides,  prior  to  enactment 
of  stricter  1972  Federal  Insecticide,  Fungicide,  emd  Rodenticlde 
Act  (FIFRA)  amendments  and  other  related  laws.  Their  concern  is 
the  use  of  pesticides  such  as  DDT,  Aldrin-Dieldrin,  emd  the 
herbicide  2,4,5‘T. 

2.  Request  Office  of  Legal  Coimsel  verify  the  exemption  from 
CERCLA  for  routine  pesticide/herbicide  application.  Also, 
provide  a  determination  on  the  appropriateness  of  the  CERFA 
parcel  designation  where  routine  pesticide/herbicide  usage 
occurred  cuid  no  sampling  was  performed  to  confirm  the  negative. 

3.  The  POCs  for  this  matter  are  Mr.  Russell  Fendick, 
ext.  5-1630,  or  MAJ  Ronald  Light,  ext.  5-1613. 


PAUL  E.  WOJCIECHOWSKI 
LTC,  CM 
Acting  Chief 
Base  Closure  Division 
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te  March  9«  1994,  wa  spoko  abouc.  aa  iaaiao  involvlte  C8RL1A 
tee.  100  eltea  poxcol  dotoKaiaaftiOB.  hecortlinB  t.o  raperto  Z  hava 
raeoivad  CxoB  tha  Btvy,  Ste  tepicn  XX  baa  taken  cha  poaition  that 
araaa  abara  paaticitea  aara  Qpllad*  alhait  lagally  and 
appnepriataly,  cannot  ba  csactiZiod  aa  ‘CSKFA  clean.  *  fba  result 
would  ha  that  golf  eouraas,  taesaatlcn  araaa,  and  poasibly  cnran 
real  tent  ial  lawna  could  not  ha  IdantiCiad  aa  CSkFA  clean.  X 
doubt  that  rncgraas  intandad  ante  aa  Ineespcetatioa.  Horaovaar, 
it  will  not  turciMur  ear  joint  affocta  ia  *£aat  track"  elaaaup  at 
eloalng  baaaa.  Ateiaistmtlira  burtens  would  likaly  incroaaa. 
tha  Mavy  augoaats  Km  night  want  a  *ao  action  ROD.” 

thia  iaaaa  ia  tina  aaoaitiaa  dua  to  tha  raquirsswnt  for 
claan  paroal  eaaeaxxaaoa  hy  Oprll  19.  1994.  x  xaquaat  X9A 
confim  that  the  nocaal  usa  of  paaticitea  on  a  paxeal  will  not  ia 
itaalf  praveut  a  "claan*  datatnlnaticn. 

thank  you  Xecr  your  ceaaidesetian.  nv  point  oi  contact  ia 


thank  you  Cor  your  ceoaidesatioi 
pat  Rivera  at  (703}  697-9799. 

vary 
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7S  111— lami  SttMl 
I  wwairn.  Mit»<a8i»« 


Vttbruaixy  9,  199* 


LC.  Col.  8«m  itupe 

Regional  Couaaal 

UDltied  Stanee  Air  force 

C30  Sanao—  straoc.  auite  1134 

saa  Praxiciaeo«  CA 


Rex  Calloway 
Oftiee  of  Conn eel 

Naval  Facilities  Baglneeriog  Command 

1220  Pacific  KigSxway 

Sen  Diego.  GA  33132-51^* 


Karvin  Rorman 
Office  of  General 
Counsel  for  Western  Oivlsion  navel- 
FacUitlee  inginaering  oonnand 
900  comoodore  Drive 
Saa  Srmo,  CA  94O«6-2«02 


Alan  P.  sAapire 
Dl-viaioa  Covmaol 


Uj6.  ATay  Corp.  of  Engineers. 
630  Saneome  snreet:.  &oao  720 
sen  Francisco,  ca  9<4].ii-2206 


South  Pacific  Division 


VIA  FAX  fc  tia  MXIT. 
Oescleinen : 


Region  IX  has  been  reviewing  aavoral  Environmental  Saseiine 
Survaya  (EB6a)  for  B8AC  haees.  As  wa  have  hewn  reviewing  these 
documante.  a  number  of  legal  issues  have  arisen  regarding  the 
«anafer  of  property  by  deed  under  Sl20{h)  f3)  and  the 
Identification  or  uneont am Vnm-ed  propejrty  giaofh.)  (4)  o£  che 

Response ,  Coepensation.  and  Liability 
Act  ("CBSCLA”}  .  1  beliJKve  it  la  critical  that  epa  and  DOT  come  to 

a  meeting  of  the  minds  on  these  various  issues,  rhia  letter  will 
serve  to  identify  two  of  these  iseuee  and  describe  Region  iX's 
prelimlnery  position  in  regard  to  them.  I  do  not  know  all  of  the 
attorneys  for  the  various  services  who  may  be  Involved  in  drafting 
or  review^g  BBSs ,  so  1  am  aendjnc  this  latter  to  you  and  ask  you 
eharft  it  vrxtb  your  eoll^aguec.  '  -  ■  ~^ii.  » 


or 

to 


vrmimam  utKtcmrmr 
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X.  Bow  doM  tBe  applicatloa  oC  pesclcldaa  on  a  parcel  affaefe  the 
detaniJtatioa  that  property  la  -uneoBtaninatad  under  S120(h)  (4)?  ' 

Obly  px^exty  tdMire  no  hataxteua  subatancea  and  no  petroleua 
products  or  their  derivatives  ware'  stored  for  ona  year  or  more, 
knoee  to  have  baan  released,  er  dispoaed  of  qualifies  as 
UBooBtaiBiaeted  under  Slloth)  (4) . 

hesticidea.  though  a  geiierie  tare,  are  moat  often  eoaorised  of 
camcXih  baxardoftto  aubatances .  For  eacaaple,  DDT  is  listed  lu  40  CPR 
S302.4  as  a  bezaxdoos  aubstaaee  because  it  la  both  a  hasardoua 
Mate  uadex  RCRX  aad  •  pollutant  OS  coataminaht  under  the  Clean 
Water  Act .  Sonm  EBSs  that  ue  have  reviewed  indicate  chat 
pestieidaa  ace  not  CeRCLX  hasardoua  aubstancsa .  Ihia  is  inaeourar a 
and  should  be  corrected  la  future  drafts. 

Storage  of  pasticldaa  would  precluda  the  ideatificrtioa  of  a 
parcel  as  uacontowlnac sd  under  S120(b)  (4}.  Some  have  argued  that 
storage  of  a  small  quantity  of  pestieidaa  should  not  trigger 
storage  under  S130(h)  (4).  tShile  a  *de  minimis*  exception  to  cha 
storage  requirament  might  be  reasonable,  ws  have  not  yet  xsachad  a 
eoncluBicn  whether  a  de  mixiliiiis  axst^tion  la  aporopriata  under 
Si3Q(h}(4}. 

The  application  of  pesticides  has  caused  greeter  eoncem  than 
etoxaga.  Xa  many  of  the  £BS*  that  «es  have  raviawd,  the  application 
of  pestleldas  baa  not  baen  addressed  at  all  in  discussions 
regarding  haiardxiis  attfastance  relaases.  For  example,  the  Mather 
Air  Force  Base  BBS  specifically  discusses  a  pesticide  mixing  area 
that  was  operated  by  golf  course  maintenance  staff.  The  BBS  does 
not  identify  ths  mixing  area  as  an  unconusminated  parcel  under 
§120  (h}  (4).  Yat  the  adjacent  golf  course  is  identified  as 
uneontamirated  without  any  discUBsien  cf  the  prchable  application 
of  pesticides.  BBSs  should  be  modified  tc  identify  areas  where 
pesticides  have  baen  applied. 

In  oeber  EBes  that  we  have  review«d,  the  facilities  have 
addressed  the  pesticide  Issue  by  maintaining  that  the  proper 
application  of  pesticides  should  not  ba  categorised  as  a  release  or 
dispoaiel  nndCT  CSRdA/CERFA.  For  example,  the  El  Toro  £BS  stated 
tha|:  *  Ctlhe  use  of  pesticides  on  agricxaltural  lands  over  many  years 
ust^ally  leaves  detectable  residues  In  soil  at  very  low 
ceqcentxacions.  Hoteever,  KCRA  regulation  exempt  comrercial 
chqiaical  products  if  they  are  applied  to  the  land  and  that  is  their 
or^nary  oazmar  o£  use  (40  CFB  261.2(0}  (i)  O)  (ix)  .*  (bi  Turo  nas 
S  B.O)  The  argument  continued  chat  because  the  application  was 
lawful  it  was  not  a  release  under  CBRFA. 

Tha  referenced  CTB  provision  pravidaB  thac  chemical  comniarcial 
products  listed  in  40  CFR  §261.33  that  are  applied  tc  land  where 
such  application  Is  ths  ovdinazv  manner  s£  t.Heir  use  are  net  solid 
wastes.  However,  this  exclusion  is  oxily  of  benefit  for  pesticides 
which  are  hazardous  siibatanees  «elaly  because  they  are  RCRA 
hasardeiui  wastes,  as  stated  above,  most  pesticides  are  hazardous 
substances  due  to  their  listing  under  several  environmental 
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•tacucMi  not.  j\aat  RCSH. 

It  tma  ml9o  Ma  wegn^  tIULt  eh*  applictloa  of  cwsticldoa* 
ohould  aoc  to*  a  sr*I****  bacau**  mriA  aaeeliidMB  th*  siotnal 
appliomciOD  of  fOKllisar  fsra*  the  d*fini.tioa  of  releaa*.  BPA. 
hovaevox*  has  «lx*ady  eoaeludad  that  vhlla  tJa*  dafinicion  of  xeloaaa 
Mceludaa  avpllesofoo  of  2orkHfaor»  ic  daea  aoe  axcluda  application 
of  pastlel&s.  49  Fad.  Saa*  40390.  40324  (Octobaf  15,  1984) . 

Additionally*  it  baa  Jcioon  azfuod  thoc  bocausa  raporcing  eba 
applleatioB  of  psscleirtas  la  not  raqulxad  uadar  CBRCIA  9103,  than 
ipplleaclOA  of  paaticidBB  ia  aoc  a  relaaaa.  CSRCIA  9103  (a) 
exemoss  cba  ragpiirawanc  to  notify  tka  Hatlonal  Responsa  caatar  of 
a  relaaaa,  it  doaa  not  porovlda  an  eaeceptlon  to  tha  dafiniclon  of 
ralaaac.  tim  dafloltioo  af  zalaaaa  doaa  provide  for  four  apaeifie 
exclualoaa:  appllcatios  of  paatleidaa  is  not  one  of  th«ii. 

An  additional  nattoz  of  eeaeaxn  la  tba  oKoaption  from 
liability  oontaiaad  in  aeetion  107  (i).  daction  107(1)  providaa 
that  *  Csi]  o  person  .  .  .  nay  recovar  undar  the  authority  of  this 
aaeclon  for  atay  raoprinaa  eoata  or  dBaaqiaa  r-oaultlng  Cram  the 
application  of  a  peatielda  pzaduet  under  the  Federal  Inaaetielda, 
FUbgleida,  and  Jloaentielda  Act.*^  Mhlla  this  provision  may  limit 
tba  obiilty  to  raoovex  axpanaea  laeurrad  in  a  raaponae  aetxon,  it 
*■  deaa  not  limit  tha  ability  to  take  a  zaapease  action  baaed  on  the 
I  applioation  of  paatleidea. 

^  Tharefora*  it  appears  that  the  application  of  pesticides  voould 

!  preclude  identification  of  a  pazeai  as  uneonrsminarad  uxtdsz 
I  9120  (h)  (4),  ovsa  in  situaCiona  i^ara  tha  application  was  part  of 
I  ordinary  pesticids  usage.  Please  provide  me  vith  your  comrReats  on 
'  rhia  iaaua  as  soon  aa.  poaslbla  gxvan  that  cbe  scaeucery  deadline 
for  £FA'S  eoneurrsaea  on  the  idantif leaden  of  uacoxicaminated 
parcels  tor  9MAC  I  aad  il  nfl  bases  is  April  1$,  1994.  Any 

revisions  to  BBSa  to  reflect  the  application  o£  pesticides  must  be 
made  before  this  deadline. 

i 

XI^  VQiat  nteehanisms  must  DOO  use  to  transfer  parcels  undar 
Sl'20(h}  (3)  where  no  remedial  action  needs  to  be  ta)can? 

Under  5120(h)  (3) ,  a  transfer  by  deed  for  property  on  which  any 
hazardous  siibacaneae  ware  stored  for  one  year  or  r.ore,  }aaown  to 
have  been  released,  or  disposed  of  muse  be  accoa^anisd  by  a 
coveneat  warranting  chat  "all  remedial  action  necessary  to  protacc 


^  It  Is  important  to  note  that  tha  liability  exclusion  Is 
linltad  to  the  "application*  of  peseicideB.  While  C^ncLA  has  no 
definition  cr  "application,  ”  F2FRA,  at  40  c.f.x.  s  142.3(3} 
defines  "application  of  pesticide*  as  ths  placemsac  for  effect  of 
pesticide  at  or  on  the  aits  where  the  pest  control  or  other 
respenae  la  desired.  Pnl tad  states  v.  Advice  Chemical  Comsanv. 
1989  U.S.  Oise.  LEXIS  tpago  X0}(13e9).  The  liability 

exclu:iior.  does  not  cover  the  disposal  or  pesticides .  Td. 


31  Mar  94 


USABC  Response  to  Comnents  provided  by  Cal  SPA  DTSC  on  the  Draft 
CERFA  Report  for  Sacramento  Urtay  Depot 


Note:  USEPA  Region  IX  is  the  lead  regulatory  agency  for  this  site. 


GENERAL  COMMENTS 

1 )  Ccanment :  During  our  conference  call  on  January  11,  1994,  it 
was  agreed  by  all  parties  that  the  Contractor  Spoils  Area  amd  the 
Southern  Pacific  Railroad  track  area  will  be  removed  from 
consideration  as  CERFA  parcels. 

Response :  Concur.  The  Contractor  Spoils  Area  and  the  Southern 
Pacific  Railroad  track  area  will  be  designated  as  CERFA 
Disqualified.  Parcel  13aP  will  be  merged  with  Parcel  13b  auad  will 
be  recategorized  as  13D-HR/A/L(P) .  Parcel  86P  will  be 
recategorized  as  86D-HR.  (See  response  to  EPA  comments  28  and  29)  . 


Section  l.l 

2 )  Comment :  Consistency  in  using  either  the  terms  BRAC  I  and  II 
or  BRAC  88  emd  BRAC  91  would  be  helpful.  Document  uses  BRAC  I  and 
BRAC  91. 

Response :  Concur.  Section  1.1  has  been  rewritten  by  AEC  (see  end 
1)  .  BRAC  I  will  be  referred  to  as  BRAC  88  to  provide  consistency 
with  the  subsequent  rounds  of  closure. 


3 )  Comment :  Document  states  that  the  Public  Laws  designating 
bases  to  close  made  it  necessary  to  investigate  and  clecui  up 
environmental  contamination  prior  to  the  release  and  reuse  of  the 
property.  Legally,  it  would  be  necessary  for  the  Army  to 
remediate  environmental  contamination  even  if  the  base  were  not 
closing. 

Response :  Concur.  Section  1.1  has  been  rewritten  to  eliminate 
confusion. 


4 )  Comment  r  Please  clarify  Icuiguage  regarding  what  CERFA  actually 
does  with  respect  to  contamination  assessment,  cleanup,  and 
regulatory  agency  notification/concurrence  for  federal  facility 
closures.  It  requires  the  federal  government,  before  termination 
of  federal  activities  on  real  property  to  identify  property  where 
no  hazardous  substance  was  stored  for  one  year  or  more,  released. 
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or  disposed  of.  Also^  the  designation  must  be  concurred  with  by 
the  appropriate  regulatory  agency. 

Response ;  Concur.  Section  l.i  has  been  rewritten  to  more  closely 
track  the  CSRFA  Public  Law  102-426.  The  Az^  would  like  to  note 
that  CERFA  is  essentially  an  Identification  and  notification 
process  (for  ” uncontaminated  property”)  .  CSRFA  does  not  address 
cleanup  of  federal  facilities. 


Section  1.2 

S )  Cogent ;  Document  states  that  a  CSRFA  Parcel  Is  one  on  which 
there  Is  no  evidence  of  current  or  historic  storage  for  a  one  year 
period.  A  more  accurate  description  would  be  no  storage  for 
greater  than  a  one  year  period. 

Response :  Section  1.2  has  been  rewritten  to  more  closely  track  the 
language  of  CERCLA  §120  (h)  (4)  (A)  . 


6 )  Comment :  It  is  our  understanding  that  the  Army  is  taking  the 
position  that  the  presence  of  asbestos  or  lead'based  paint,  the 
presence  of  naturally -occurring  radon  (or  other  radionuclides) ,  or 
the  presence  of  inactive  PCB  containing  equipment  need  not 
disqualify  property  from  being  designated  a  CSRFA  or  CSRFA 
Qualified  Parcel.  Please  provide  in  the  report  the  legal  and 
technical  rationale  that  was  used  to  reach  this  conclusion. 

Response ;  Concur.  See  response  to  EPA  comment  16. 


7 )  _  Comment :  Please  describe  if  the  asbestos  survey  was 
comprehensive  enough  to  indicate  friability.  When  the  asbestos 
survey  was  conducted,  please  indicate  whether  all  buildings  were 
visually  inspected  to  determine  the  condition  of  asbestos. 

RfiggaPSe Concur.  The  CERFA  contractor  will  confirm  with  SAAD 
whether  the  asbestos  survey  was  comprehensive  enough  to  indicate 
friability  and  that  all  buildings  were  visually  inspected  to 
determine  condition.  Section  4.4.1  will  be  amended  if  necessary. 


_ Qsqs&SOLjl  Please  provide  an  analysis  of  the  review  of  aerial 

photographs  indicated  in  your  draft  document.  If  nothing  was 
observed,  please  state  so  in  the  document.  Likewise,  we  would  like 
to  see  statements  that  indicate  that  there  was  no  likelihood  of 
CERFA  parcels  being  affected  by  sources  of  contcunination  on  any 
adjacent  parcels. 

Response :  Concur.  See  response  to  EPA  comment  25.  This  section 
will  be  expanded  to  provide  additional  discussion  of  the  process 
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used  to  conduct  the  CERFA  assessment. 


9 )  Comment :  Please  indicate  where  building  73  Q  A/L(P)  is  located 
and  whether  it  is  the  guard  house.  It  is  not  depicted  on  the  map. 
Also,  it  is  our  understanding  that  buildings  458  and  459  do  not 
exist.  They  are,  however,  depicted  on  the  map. 

Response :  Concur.  We  believe  the  first  part  of  the  comment  refers 
to  Building  393  in  Parcel  73;  building  393  is  the  guard  house. 
According  to  SAAD,  buildings  458  amd  459  have  been  removed;  we  will 
remove  them  from  the  map. 

10)  Comment:  Property  2Q-A/L(P)  is  listed  as  a  CERFA  parcel. 
It  is  our  understanding  that  the  swimming  pool  area  stores  chlorine 
gas  for  pool  treatment.  Please  provide  docvimentation  to  indicate 
the  period  of  time  the  chlorine  gas  was  stored. 

Response ;  Concur.  SAAD  will  provide  the  reference  for  chlorine 
storage  and  parcel  87 's  designation  will  be  changed  from  Qualified 
to  Disqualified.  (See  also  response  to  EPA  comment  32) . 


SPECIFIC  COMMENTS 

Section  2.1  (not  1.3  as  indicated) 

11)  Comment;  The  document  states  only  that  the  aerial 
photographic  analysis  of  Kleinf elder  was  reviewed.  Was  there  any 
other  information  or  documents  gathered  by  Kleinfelder  that  were 
used  in  preparing  this  report? 

Response :  Concur.  In  addition  to  the  primary  documents  listed 
cdsove  and  the  specific  documents  cited  in  this  report  and 
referenced  in  Section  6.0,  a  nijunber  of  other  documents,  prepared 
during  the  course  of  the  environmental  assessments  and 
investigations  at  SAAD,  were  made  availcd)le.  Since  many  of  these 
documents  had  been  reviewed  and  incorporated  into  the  earlier 
overall  assessments,  not  all  of  these  were  referenced  directly 
during  the  CERFA  assessment.  A  conplete  list  of  the  availcOole  SAAD 
documents  is  provided  at  the  end  of  Section  6.0.  (See  response  to 
EPA  comment  25) . 


Section  2.1 

12 )  Comment ;  The  RCRA  Notifier  Facility  Report  states  that  32 
RCRA- permitted  facilities  were  within  a  one  mile  radius.  This 
implies  that  these  businesses  hold  permits  as 
treatment /storage/disposal  (TSD)  facilities.  Further  language  in 
the  document  indicates  that  these  32  are  only  generators.  This 
should  be  clarified. 
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Reaponse ;  Concur.  The  CBRFA  contractor  will  check  the  dateUsase 
writeup  for  the  RCRA  Notifier  Facility  Report.  The  text  in  the 
CERFA  report  will  be  revised  to  eliminate  the  confusion  as  to 
whether  these  adjacent  businesses  hold  TSD  permits  or  are  just 
generators . 


13 )  Comment :  The  list  of  documents  which  were  used  to  assess 
whether  potential  environmental  releases  have  occurred,  did  not 
cite  one  critical  document  which  as  used  by  later  investigators  as 
a  basis  for  determining  if  a  number  of  sites  require  further 
investigation  or  are  No  Further  Action  (NFA)  sites.  This  docximent 
is:  Environmental  Contamination  Survey  and  Assessment  of 
Sacramento  Army  Depot  (SAAD) .  Battelle,  November  1981.  (RWQCB) 

Response :  Concur.  The  Environmental  Contamination  and  Assessment 
report  was  evaluated  in  the  Enhanced  Preliminary  Assessment.  This 
report  will  be  listed  in  Section  6.  (See  response  to  DTSC  comment 
11)  . 


Section  2.3 

14)  Comment!  CERFA  DoD  Guidance  indicates  that  interviews  of 
current  and/or  former  eit^loyees  involved  in  operations  on  the  real 
property  should  be  conducted.  The  list  of  interviewees  in  table 
2.3-1  does  not  indicate  that  these  workers  were  among  those 
interviewed,  and  if  they  are  current  or  former  employees. 

Response :  Concur.  In  addition  to  the  interviews  conducted  during 
the  CERFA  assessment,  extensive  interviews  of  current  cuid  former 
SAAD  eir^loyees  involved  in  operations  at  SAAD  were  carried  out  as 
part  of  the  Installation  Assessment  (USATHAMA  1979)  euid  the 
Enhcinced  Preliminary  Assessment  (Weston  1990)  ;  these  interviews 
were  not  duplicated  in  the  CERFA  report.  (See  response  to  EPA 
comment  7)  . 


Section  3.1.1 

15)  Comment!  Please  define  JSIIDS. 

Response :  The  CERFA  report  will  define  JSIIDS  in  the  CERFA  report 
as  "Joint  Security  Intrusion  Interdiction  Detection  System. " 


Section  3.2 

16)  Comment!  Please  indicate  the  location  of  Building  250.  It 
does  not  appear  to  be  on  the  map. 

Response :  Concur.  Building  250  is  not  actually  a  building 
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although  it  does  have  a  building  number.  It  is  the  active  4,000- 
gallon  diesel  UST  amd  is  indicated  on  the  map  by  the  UST  symbol 
within  Parcel  14. 


\ 


17)  Comment:  Please  update  sections  where  they  state  that 
remediation/ removal  activities  have  been  plcumed  in  certain  areas 
if  they  are  now  conqplete  (such  as  Pesticide  Mix  area)  . 

Response :  Concur.  Sections  will  be  updated  to  indicate  completed 
remediation/ removal  activities.  (See  response  to  EPA  comment  20)  . 


18)  Comment!  Document  states  that  certain  AREEs  have  been 
reclassified  as  NFA  Sites.  The  regulatory  agencies  have  not  agreed 
that  these  are  definitively  NFA  sites. 

Response :  Concur.  The  CERFA  report  will  be  changed  to  state  that 
those  AREEs  referred  to  in  your  comment  are  "proposed"  NFA  sites. 


Section  4.1 

19)  Comment:  This  section  should  be  amended  and  state  the 
regulatory  agencies  will  provide  final  concurrence  for  Group  B  and 
C  NFA  sites  during  finalization  of  the  Final  Feasibility  Study 
(FS) .  (RWQCB) 

Response :  Concur.  Section  4.1  will  be  amended  to  state  that  the 
regulatory  agencies  will  provide  final  concurrence  for  Group  B  and 
Group  C  NFA  sites  during  finalization  of  the  Final  Feasibility 
Study  (FS) . 


Section  4.5 

20)  Comment;  The  text  should  be  amended  and  state  that  a  major 
source  of  groundwater  contamination  is  the  South  Post  Bum  Pits. 
However,  other  source  areas  for  TCE  and  other  VOCs  exist  such  as 
Parlcing  Lot  #3  and  several  other  source  areas  in  the  central 
section  of  the  Depot.  (RWQCB) 

Response ;  Concur.  Section  4.5  will  be  amended  to  include  a 
summary  statement  for  groundwater  contamination. 


Note:  The  BRAC  Clecuiup  Plan  will  be  referenced  to  address  comments 
17-20. 
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5  Apr  94 


nSAEC  Response  to  California  Department  of  Health  Services' 
Comments  on  the  Draft  CERFA  Report  for  Sacramento  Army  Depot 


Note;  USEPA  Region  IX  is  the  lead  CERFA  regulator  for  this  NPL 
site. 

Response  to  General  Comments  (See  DHS  January  20,  1994  letter  for 
general  comments) t 

Past  use,  storage,  and  disposal  of  radioactive  material  are 
an  environmental  issue  at  Sacramento  Army  Depot  due  to  the 
mission  of  that  installation.  The  Army  concurs  with  the  general 
comment  that  the  CERFA  report  lacks  an  adequate  discussion  of 
past  use,  storage  and  disposal  of  radioactive  material,  however, 
it  is  not  the  intent  of  the  CERFA  report  to  detail  such 
discussions  but  to  conduct  the  CERFA  seven  step  protocol  to  reach 
determinations  of  "uncontaminated"  property.  Discussions  of 
radiological  use,  storage,  and  disposal  are  contained  in  several 
docximents  including  the  Installation  Assessment  Report  (December 
1979)  and  the  Enhanced  Preliminary  Assessment  Report  (December 
1990) .  Review  of  documents,  en5)loyee  interviews,  and  visual 
assessments  were  performed  during  these  assessments.  Nuclear 
Regulatory  Commission  and  Command  Commodity  Licenses  are 
discussed  as  well. 

In  order  to  verify  the  information  dociamented  in  previous 
reports  and  to  confirm  that  a  comprehensive  list  of  use,  storage 
and  disposal  of  radioactive  material  was  evaluated  under  the 
CERFA  assessment,  this  Center  requested  the  U.S.  Army 
Environmental  Hygiene  Agency  (USAEHA)  conduct  a  records  review  of 
radioactive  materials  use  at  CERFA  installations.  This  effort 
was  completed  on  25  Mar  94.  Information  from  this  review  has 
been  incorporated  into  the  final  version  of  the  CERFA  report 
(text,  tables,  and  maps)  and  will  be  listed  as  a  reference. 

This  CERFA  report  will  be  provided  to  the  Radiation 
Protection  Officer  at  Sacramento  Army  Depot.  Future  preparations 
of  CERFA  reports  (for  other  installations)  and  updates  to  this 
CERFA  report  in  the  form  of  the  more  detailed  Site  Specific 
Environmental  Baseline  Surveyed  (where  required)  will  be  provided 
to  appropriate  radioactive  material  experts  for  review. 

Although  some  work  has  been  done  regarding  radiological 
issues,  more  is  scheduled.  The  Army  will  work  with  your  concerns 
throughout  the  base  closure  process  to  make  sure  they  are 
adequately  addressed. 


Response  To  Specific  Cosnnentst 


Comment  1)  Page  2,  1.2  Definition  of  Terms;  What  is  the  basis 
for  the  designation  of  radionuclides  as  "non-CERCLA"  hazards?  Are 
radionuclides  not  regulated  under  CERCLA? 

Response:  The  use  of  the  tezm  "non-CBRCLA"  has  been  deleted  from 
the  CERFA  report.  See  response  to  SPA  comment  1. 


Comment  2)  Pages  3  and  4  Geographic  and  Environmental  Setting; 
The  discussion  of  groundwater  monitoring  centers  on  the  wells 
installed  for  the  purpose  of  detecting  the  potential  migration  of 
contamination  onto  the  facility-  Were  there  no  studies  of  the 
potential  for  off -site  migration  of  conteunination  from  the 
facility?  Was  there  any  monitoring  of  groundwater  for  levels  of 
radioactivity  in  water,  specially  drinking  water  sources? 

Response:  The  CERFA  report  also  mentions  "numerous  on- site  and 
off -site  ground  water  monitoring  wells  have  been  Installed  to 
monitor  known  sources  of  contamination  at  the  Installation." 
Groundwater  monitoring  for  radium  226  was  conducted  near  the 
Building  300  Bum  Pits.  Analytical  results  for  radium  226  were 
below  action  levels.  Additional  saa^llng  will  be  conducted  If 
through  the  Army's  continuing  assessment  of  radiological  Issues 
and  during  l]i^>lementatlon  of  closure  efforts  throughout  the 
Installation,  the  BRAC  Cleanup  Team  (comprised  of  Installation 
and  regulatory  members)  determines  sampling  and  analysis  for 
levels  of  radioactivity  Is  appropriate. 

Comment  3)  Page  3,  1.3  Geographical  and  Environmental  Setting; 
Did  extensive  investigation  of  the  potential  environmental  impact 
of  SAAD  operations  include  interviews  with  installation  personnel 
representing  the  facility's  radiation  safety  program,  e.g.,  the 
radiation  safety  officer?  If  not,  why  not? 

Response ;  The  installation  Radiation  Protection  Officer  (RPO) 
was  not  specifically  Interviewed  during  the  CERFA  assessment. 
However  coordination  with  the  RPO  and  Installation  Safety  Office 
has  occurred  on  various  occasions  during  previous  assessments  and 
studies  referenced  in  the  CERFA  report. 


Comment  4)  Page  5,  2.1  Existing  Investigation  Documents;  No 
mention  is  made  of  document  reviews  and  record  searches  used  to 
identify  where  radioactive  material  was  used,  stored,  or 


2 


disposed.  No  mention  is  made  of  documents  and  records  from  DOD 
organizations  that  are  concerned  with  the  use  of  radioactive 
materials.  Specific  and  general  licenses  for  radioactive  material 
are  not  mentioned.  Were  these  documents  and  records  utilized? 

Response  t  In  addition  to  radiological  discussions  provided  in 
the  Installation  Assessment  (December  1979)  and  the  Enhanced 
Preliminary  Assessment  (December  1990) ,  the  Review  o£  USAEHA 
Records  Pertaining  to  Radioactive  ISaterlals  Use  at  CERFA 
Installations  performed  by  USAEHA  in  Mar  1994  will  be  Included. 


Comment  5)  Page  6 ,  2.2  Federal  State  and  Local  Government 
Regulatory  Records  CERCLA  Sites:  What  are  the  details  for  the 
three  sites  listed  in  the  last  paragraph  of  this  page.  Are  they 
inactive  and  abandoned?  Is  there  any  containment  or  control  for 
potential  migration  off -site?  Are  there  any  data  on  the 
concentrations  of  radioactive  material  in  environmental  media 
associated  with  these  sites? 

Response :  A  brief  description  of  the  three  sites  are  contained 
in  the  data  search  printouts  provided  in  Appendix  A  of  the  CERFA 
report.  Based  on  the  information  evaluated,  there  did  not  appear 
to  be  a  threat  of  contamination  from  these  sites  onto  the 
installation.  This  determination  was  based  on  the  data  search 
printout  indicating  no  further  remedial  action  planned.  Data  on 
radioactive  material  was  not  Indicated. 


Comment  6)  Page  7,  2.2  RCRA  Corrective  Action:  Did  the  EPA  data 
base  include  information  on  mixed  waste  issues  for  SAAD  as  a 
RCRA- permitted  facility? 


Response  t  The  data  base  printout  from  the  RCRA  Corrective  Action 
Report  was  primarily  for  evaluating  off- site  property  with 
potential  intact  onto  Sacramento  Army  Depot.  These  data  print 
outs  are  Included  in  Appendix  A  of  the  CERFA  report.  The 
specific  information  on  SAAD  was  not  furhter  investigated  through 
the  data  base  search  (through  federal  records)  since  the 
information  was  available  through  the  installation  emd  the  USAEHA 
Records  Review.  Information  regarding  mixed  waste  at  SAAD  was 
not  included  in  the  EPA  data  base  search  print  out. 


Comment  7 )  Page  7-8,  FINDS  Facilities:  What  are  the  details  of 
radiation  programs  issued  an  EPA  ID  number  at  SAAD? 

Response t  Further  details  regarding  the  radiation  programs  at 
Sacramento  Army  Depot  were  not  further  explored  through  the  data 
base  search  since  detailed  information  regarding  radiation  use, 
storage,  and  disposal  was  obtained  through  the  Army.  Sxibsequent 
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to  the  draft  report,  USAEHA  performed  a  records  review  to 
evaliiate  SAAD  with  respect  to  radiological  Issues.  This 
Information  has  been  Incorporated  Into  the  final  version  of  the 
CERFA  report.  Locations  of  radiological  storage  was  well 
defined,  however,  details  on  disposal  are  not  well  documented. 
Addltloxial  efforts  will  be  conducted  by  the  Army  to  evaluate 
disposal  concerns  as  well  as  storage  and  use  of  radiological 
materials.  Sampling  and  remediation  will  be  Implemented  where 
appropriate.  Note  that  general  storage  and  disposal  areas  on  the 
Depot  where  radiological  Issues  may  be  present,  are  already 
designated  as  CERFA  Disqualified  parcels  based  on  storage, 
release,  or  disposal  of  hazardous  stibstances  or  petroleum 
products  or  their  derivatives.  Any  additional  information  found 
following  this  CERFA  effort  will  be  included  in  future  Site 
Specific  or  Basewide  Environmental  Baseline  Surveys  as  required. 


Comment  8)  Page  8,  2.2,  State  Hazardous  Waste  Sites  and 
Landfills:  Were  any  of  the  operators  or  contractors  of  these  SAAD 
sites  discussed  in  this  section  issued  specific  licenses  or 
general  licenses  for  radioactive  materials?  What  are  the  details 
of  their  "operational  relationship"  with  SAAD?  Are  they 
attempting  to  recover  metal,  by  smelting  or  salvage? 

Response 8  The  primary  purpose  of  reviewing  the  State -designated 
hazardous  waste  cleanup  sites  data  base  was  to  determine  the 
threat  of  contamination  onto  Sacramento  Army  Depot  property  from 
off-site  sources.  Details  of  the  licenses  were  not  pursued 
through  this  search.  Current  information  on  licenses  can  be 
obtained  from  the  SAAD  RPO.  SAAD  holds  an  NRC  (for  Lens  Lapping 
Operation  in  Bldg  555  Electro -Optics  Facility)  and  Commodity  and 
Command  licenses. 


Comment  9)  Page  8,  2,3  Interviews.  What  are  the  academic  and 
vocational  experiences  of  the  Environmental  Management  Division 
at  SAAD  who  were  the  main  source  of  the  information  on 
environmental  conditions  at  the  facility?  How  long  have  they 
worked  at  SAAD  and  in  what  capacity? 

Response  t  Additional  information  pertaining  to  biographies  of 
personnel  interviewed  will  be  provided  where  data  was  gathered. 
However  many  of  these  questions  were  not  posed  during  interviews, 
and  are  superfluos  to  the  requirements  established  in  Public  Law 
102-426. 


Comment  10)  Page  10.  Table  2.3-1  Sacramento  Army  Depot  Interview 
List:  No  mention  is  made  of  interviews  with  past  or  current  SAAD 
radiation  safety  officers,  nor  with  personnel  from  the  Army's 
Environmental  Hygiene  Agency,  nor  with  other  DOD  agencies  with 
radiologic  expertise.  Were  they  not  interviewed?  What  were  or 
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are  the  position  descriptions,  duties,  and  times  of  en^loyment 
for  prior  and  current  employees  at  SAAD  who  were  interviewed? 

Response  t  See  response  to  USEPA  comment  7. 


Comment  11)  Page  12,  3.1.1  History  and  Mission:  Given  the 
mission  of  SAAO  as  a  depot  for  warehousing  and  repairing 
communication  and  advanced  electro- optical  equipment,  has  the 
Army  determined  that  the  coit^onents  or  devices  that  were  part  of 
the  mission  equipment  were  on  the  Army's  exclusion  list  of 
commodities  know  to  contain  radium- 22 6  and  other  radionuclides 
that  were  excluded  from  specific  licensing  by  virtue  of  exen^t 
concentrations  of  radioactive  material  or  because  of  NORM?  As 
examples,  what  were  the  concentrations  of  tritiiam  (hydrogen- 3) 
and  promethium- 147  for  some  of  the  fire  control  devices  for 
mortar  and  anti-tank  weapons,  or  the  thorium- 232  in  the  thermal 
imaging  night  vision  devices,  or  the  nickel -63  in  the  chemical 
agent  monitor? 

Response :  Specific  details  on  the  presence  of  radiological 
equipment  and  levels  of  radioactive  material  may  be  obtained 
through  the  Installation  (with  USEAHA  Input  through  the 
Installation  If  necessary)  .  It  Is  liiq>ortant  to  point  out  that 
Public  Law  102-426  only  required  the  Army  to  delineate  that 
portion  of  Sacramento  Army  Depot  which  was  "uncontamlnated* .  As 
such,  extensive  Information  about  contamination  was  purposefully 
excluded  from  the  CERFA  r^orts  prepared  by  the  Axi^y  as  this 
Information  is.  In  general  superfluous  to  the  requirements  of  the 
CERFA  law.  The  threat  of  contaminated  areas  migrating  onto 
"uncontamlnated"  parcels  was  evaluated.  Additional  efforts  were 
conducted  to  ensure  that  all  data  available  on  known  storage, 
release,  or  disposal  of  radioactive  material  was  reviewed  and 
Included  In  the  final  version  of  the  CERFA  report. 


Comment  12)  Page  13,  3.1.2  Hazardous  Materials/Waste  Management: 
Is  there  evidence  that  would  justify  a  statement  that  mixed  waste 
is  or  is  not  a  scenario  of  concern  at  SAAD?  If  mixed  waste  is  a 
potential  issue,  what  are  the  details? 


Response:  Mixed  waste  Is  a  potential  concern  at  the  Building  300 
Old  Bum  Pits;  however,  site  data  collected  to  date  does  not 
indicate  high  levels  of  radioactivity.  Excavation  of  the 
Building  300  Bum  Pits  Is  scheduled  for  this  year.  Additional 
radiation  monitoring  will  be  conducted  during  excavation.  All 
work  will  be  coordinated  with  appropriate  Installation  and 
regulatory  radiation  experts.  The  Building  300  Old  Bum  Pits 
have  been  disqualified  In  the  CERFA  r^ort  due  to  disposal  of 
hazardous  waste  materials. 


5 


Cotnment  13)  Page  14,  3.1.2  Other  Maintenance  Areas:  Were  emy  of 
the  equipment  items  referred  to  in  the  History  and  Mission 
section  cdjove,  or  other  items  with  radioactive  material,  stored 
or  repaired  at  the  locations  listed?  Or  was  this  determined? 

Response:  All  areas  where  radioactive  materials  were  known  to 
have  been  stored  have  been  included  in  the  final  version  of  the 
CERFA  report. 


Comment  14)  Page  14.3.1.2  Storage  Areas  for  Radiological 
Sources:  What  are  or  were  the  types,  forms  and  quantities  of  the 
radioactive  materials  stored  in  the  buildings  listed?  How  were 
each  of  them  used  and  where?  What  was  the  training  and  control 
over  those  who  used  them?  How  does  the  radiation  safety  program 
of  SAAD  apply  to  these  sources  and  buildings.  What  is  the  status 
of  these  buildings?  If  the  status  of  emy  of  the  buildings  has 
changed  to  not  include  controls  for  radioactive  material,  what  is 
the  documentation  for  the  release  of  these  facilities  from 
radiologic  controls?  If  the  sources  were  disposed  of,  or 
transferred,  what  is  the  documentation  for  their  disposition? 

Response:  See  response  to  comments  11  and  13  above. 


Comment  15)  Page  17.  Previous  Identified  Areas  Requiring 
Environmental  Evaluation:  Of  the  current  eleven  remediation 
projects  at  SAAD,  how  may  have  been  determined  not  to  have 
radioactive  material  as  an  issue?  What  is  the  status  of  SWMU  ID 
Nos.  022,  036,  037,  and  AREE  No.  42,  that  are  referred  to  in  this 
section  as  part  of  Table  4.1-1? 

Response :  All  areas  where  radioactive  material  is  a  known  issue 
is  noted  in  Table  5.1-1  of  the  CERFA  report.  Additional  efforts 
are  imderway  to  collect  historic  data  on  the  presence  of 
radioactive  material,  and  all  locations  of  potential 
radioactivity  will  be  checked  by  the  Depot  and  USAEHA. 
Radiological  Close-out  surveys  and  wipe  sampling  for 
radioactivity  will  be  performed  as  buildings  are  vacated. 


Comment  16)  Page  20,  4.4.4  Radon:  Where  were  the  radon 
monitoring  devices  placed  and  what  type  were  they?  What  was  the 
protocol  for  placing  and  retrieving  the  devices?  Were  industrial 
areas  monitored?  What  laboratory  analyzed  the  devices  for  radon? 
What  are  the  radon  concentrations  for  SAAD? 

Response :  Detailed  information  on  the  Depot's  radon  monitoring 
program  may  be  obtained  from  the  Depot.  See  response  to  comment 
11.  Since  radon  levels  were  below  4  pCl/L  there  were  no  areas  on 
the  Depot  requiring  a  Radon  Qualifier  as  a  parcel  designation. 
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Comment  17)  Page  21,  4.5  South  Post  Burn  Pits:  Are  there  any 
data  on  the  concentration  of  radium-226  in  the  soil  from  this 
area  to  exclude  the  potential  for  elevated  radium-226  levels  from 
the  burning  of  discarded  equipment  or  conponents  during  the 
1950s -1970s  and  the  potential  for  groundwater  contamination  from 
these  burn  pits?  If  this  scenario  is  asserted  to  be  unlikely, 
what  documentation  can  be  provided  to  justify  this  assertion? 

Response :  Sampling  and  analysis  for  radium  was  not  conducted  at 
the  South  Post  Bum  Pits.  Through  previous  records  searches  and 
environmental  investigations  including  the  Bum  Pits  Operable 
unit  Feasibility  Study  dated  May  1992  and  the  most  recent  draft 
basewide  Remedial  Znvestlgatlon/Feaslblllty  Study  (RI/FS)  it  was 
determined  that  materials  that  were  reportedly  buried  and/or 
burned  at  the  South  Post  Bum  Pits  included  plating  shop  fiastes, 
oil  md  grease,  mercury  batteries,  uncontaminated  building  debris 
and  some  material  from  the  Building  300  Bum  Pits  which  were 
reportedly  removed  and  transferred  to  the  South  Post  Bum  Pits. 
The  list  of  contaminants  of  concern  for  this  site  did  not  include 
radium-226.  However,  since  material  was  r^ortedly  transferred 
from  the  Building  300  Bum  Pits,  radlum-226  data  from  the 
Building  300  Bum  Pits  was  utilized  in  the  Risk  Assessment  for 
the  South  Post  Bum  Pits.  This  Risk  Assessment  is  contained  in 
the  basewide  RI/FS.  The  assuoption  i«as  made  that  levels  of 
radlum-226  at  the  South  Post  Bum  Pits  would  not  exceed  levels 
identified  in  the  Building  300  Bum  Pits  since  the  Building  300 
Bum  Pits  would  be  the  source  of  potential  radium- 22  6  at  the 
South  Post  Bum  Pits.  Sanqpllng  and  analysis  for  radium-226  has 
been  conducted  at  the  Building  300  Bum  Pits. 


Comment  18)  Page  22.4.5  Building  300  Old  Bum  Pits:  If  the 
inventory  of  waste  buried  or  burned  at  these  pits  included  radium 
dial  paint  and  hazardous  waste,  they  may  constitute  a  mixed 
waste.  This  potential  ought  to  be  addressed. 

Related  to  the  two  set  of  burn  pits,  are  monitoring  wells  being 
considered,  or  have  they  been  established  to  provide  water 
samples  for  radioanalysis  not  only  for  ambient  radiologic 
conditions,  but  for  a  determination  of  the  possible  contamination 
by  radioactivity  from  SAAD  sites? 

Response :  The  issue  of  potential  mixed  waste  at  the  Building 
3000  Old  Bum  Pits  is  a  concern  and  samples  for  radloanalysls 
have  begun  and  will  continue.  See  response  to  comments  2  and  12. 


Comment  19)  Pages  26-30.  Tcd5le  4.1-1  Previously  Identified  Areas 
Requiring  Environmental  Evaluation  (AREE)  at  SAAD:  Have 
radioanalytic  analyses  of  soils  been  performed  at  SWMU  ID  No. 

002,  i.e..  Burn  Pits,  within  this  site  and  in  close  proximity  to 
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it?  The  Seune  applies  to  SWMU  ID  Nos.  007,  022,  034,,  036,  037  and 
AREE  No.  42.  What  is  the  availad>le  documentation  or  justification 
for  the  existence  of  a  Radioactive  Waste  Disposal  Area  knovm  as 
SWMU  ID  Nos.  022,  036  and  037-what  were  the  sources,  their 
concentrations  and  form?  What  are  or  were  the  radiation  sources 
stored  in  buildings  300  and  320?  Building  300  is  a  current 
remediation  area,  and  Building  320  is  indicated  as  having  no 
residual  contcimination.  How  vras  an  ed>sence  of  residual 
contamination  determined?  Is  there  euay  indication  that  low-level 
radioactive  waste  (particularly  radium- 226)  might  have  been 
disposed  of  in  SWMU  ID  Nos.  010,  011,  044,  046,  047,  or  048?  How 
was  low-level  radioactivity  disposed  of,  if  present  at  SAAD,  in 
the  1950s? 

Reaponae t  Only  limited  saiq>ling  and  analysis  has  been  performed 
to  date.  Additional  efforts  will  be  conducted  (see  response  to 
coannent  15)  and  appropriate  actions  will  be  taken  to  assess 
impacts  to  the  CBRFA  report  conclusions  when  data  is  available. 
Please  note  where  storage,  release  or  disposal  of  radiological 
material  is  a  potential  issue  (warehouses,  buildings,  and 
disposal  areas) ,  these  areas  have  already  been  designated  as 
CERFA  Disqualified  Parcels  due  to  the  storage,  release,  or 
disposal  of  hazardous  materials  or  petroleum  products  or  their 
derivatives . 
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